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CATALOG  AND  ASSESSMENT  OF  THE  MANPOWER  AND  PERSONNEL  RESEARCH 
DIVISION  DATA  BASES 


EXECUTIVE  SUMMARY 


Requirement: 

To  develop  a  catalog  of  research  data  bases  available  in  the  Manpower  and  Personnel 
Research  Division  (MPRD)  of  the  U.S.  Army  Research  Institute  for  the  ^havioral  and  Social 
Sciraces  (ARI). 


Procedure: 

Development  of  this  catalog  began  with  meetings  of  MPRD  researchers  and  managers. 
Their  objective  was  to  (1)  delineate  the  scope  of  information  to  be  entered  into  the  catalog,  (2) 
identify  the  sources  of  information,  and  (3)  formulate  the  methods  for  data  collection.  Staff 
interviews  were  the  primary  method  of  data  collection.  They  were  supplemented  by  review  of 
ARI  reports  and  data  base  documentation  materials.  Information  collected  was  organized  into  a 
PC-based  data  base  file  from  which  hard  copy  versions  could  be  generated.  ARI  staff  reviewed 
the  draft  catalog  and  the  final  report. 


Findings: 

The  MPRD  Research  Data  Base  Catalog  contains  three  types  of  information:  (1)  general 
data  base  descriptions,  (2)  research  projects  associated  with  each  data  base,  and  (3)  lists  of 
publications  resulting  from  those  projects.  The  catalog  contains  infor^nation  on  46  datasets.  The 
electronic  file  of  the  catalog  can  be  modified  and  updated  with  additional  information  as 
jqipropriate. 


Utilization  of  Findings: 

The  catalog  will  provide  information  on  research  data  available  in  MPRD  to  conduct 
additional  analyses,  to  serve  as  a  basis  for  new  data  collection  efforts,  or  to  be  used  in  conjunction 
with  data  generated  from  new  efforts. 
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CATALOG  AND  ASSESSMENT  OF 

THE  MANPOWER  AND  PERSONNEL  RESEARCH  DIVISION  DATA  BASES 


Introduction 

The  Manpower  and  Personnel  Research  Division  (MPRD)  at  the  U.S.  Army  Research 
Institute  for  the  Behavioral  and  Social  Sciences  (ARI)  conducts  research  on  a  wide  range  of 
policy  and  operational  issues  associated  with  the  planning  and  management  of  the  total  Army 
workforce.  Areas  of  investigation  and  analysis  include  personnel  recruitment,  selection, 
classification,  training,  career  development,  retention;  family  and  social  issues  that  affect  Army 
personnel  management;  and  organizational  issues  such  as  leadership  and  unit  effectiveness. 

A  significant  portion  of  MPRD’s  research  efforts  has  been  dedicated  to  data  collection 
and  development  of  analysis  data  bases.  A  large  volume  of  data  have  been  collected  through 
surveys  and  other  data  collection  activities  conducted  by  ARI  and  through  extracting  data  from 
various  Army  management  data  bases.  The  resultant  data  bases  represent  a  source  of  readily 
accessible  data  that  are  useful  for  further  research  and  analysis. 

With  a  continuing  proliferation  of  such  data  bases,  it  was  determined  that  a  systematic 
cataloging  would  assist  MPRD  research  staff  to  make  the  maximum  use  of  available  data.  Thus, 
ARI  contracted  with  Fu  Associates,  Ltd.,  to  develop  an  annotated  catalog  of  research  data  bases 
available  in  MPRD.  As  part  of  the  annotation,  the  effectiveness  of  each  data  base  was  to  be 
assessed  in  terms  of  efficiency  of  access,  adequacy  of  documentation,  and  user  satisfaction. 

The  MPRD  Research  Data  Base  Catalog  (hereafter  referred  to  as  the  Catalog)  has  been 
developed  as  a  hard  copy  document  and  an  electronic  file.  This  report  documents  the  Catalog 
by  presenting  the  following:  Section  II  documents  the  Catalog  development  process;  Section  III 
provides  general  descriptions  of  the  electronic  catalog  (both  in  FoxPro  and  ASCII  formats); 
Section  IV  addresses  issues  related  to  system  maintenance  and  further  system  enhancement;  and 
Section  V  summarizes  the  report. 

The  interview  guide  used  to  collect  information  from  MPRD  researchers  is  included  in 
Appendix  A.  Instructions  on  how  to  access  the  on-line  catalog,  browse  through  the  contents,  and 
print  out  selected  entries  are  presented  in  Appendix  B.  Appendix  C  contains  a  printout  of  all 
information  collected  from  ARI  during  the  initial  Catalog  development. 
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Catalog  Development  Methodology 


This  section  describes  the  methodology  used  to  design  and  develop  the  Catalog.  The 
discussion  covers  the  initial  task  of  defining  the  purpose  and  contents  of  the  Catalog,  and  steps 
taken  to  collect  and  organize  the  information  to  enter  into  the  Catalog. 

System  Definition 

In  the  initial  stage  of  the  project,  a  number  of  meetings  were  held  between  ARI  and  Fu 
Associates  to  formulate  a  common  understanding  of  specifications  for  the  Catalog.  Both  the 
system  and  user  requirements  were  discussed  in  these  meetings;  the  major  issues  relevant  to  each 
of  these  topics  are  summarized  below. 

System  requirements.  The  first  major  decision  made  by  ARI  was  to  accept  Fu  Associates’ 
suggestion  to  develop  the  Catalog  in  an  electronic  format  as  well  as  the  hard  copy  format 
originally  indicated  in  the  Statement  of  Work  (SOW).  The  suggestion  was  based  on  the  fact  that 
the  information  collected  to  describe  the  MPRD  data  bases  would  be  organized  in  a  computer 
file  to  compile  die  catalog  materials  efficiendy.  Such  a  computer  file  could  then  provide  the 
basis  for  an  on-line  catalog. 

Once  this  decision  was  made,  the  remaining  system  requirement  issues  were  considered 
with  reference  to  a  computerized  catalog  system.  The  main  issues  included  the  following:  the 
choice  of  computer  environment  for  catalog  storage  and  access,  selection  of  data  base 
management  software,  and  multi-user  access  options. 

ARI  provided  findings  and  recommendations  from  a  user  requirements  analysis  for  a 
research  data  base  catalog  conducted  at  an  earlier  date.  These  findings  served  as  a  basis  for 
discussions  and  the  development  of  the  following  systems  specifications  in  meetings  with  the 
Contracting  Officer’s  Technical  Representative  (COTR),  potential  catalog  users,  and  the  MPRD 
Director  and  Assistant  Director. 

•  The  on-line  catalog  will  be  designed  for  use  in  a  microcomputer  environment 
based  on  a  commonly  available  software  package  such  as  dBASE  or  FoxPro. 
(FoxPro’s  capability  to  handle  large  text  fields  was  discussed  as  a  particularly 
desirable  feature.) 

•  The  catalog  will  permit  ease  of  access,  use,  and  maintenance. 

•  The  catalog  design  will  permit  flexibility  for  future  system  enhancements. 

•  Initially,  a  single-user  system  will  be  developed.  A  multi-user  system  (e.g.,  a 
system  installed  in  a  local  area  network)  would  be  accessible  to  several 
researchers  at  the  same  time.  The  electronic  Catalog  will  allow  for  an  easy 
conversion  to  a  multi-user  system  should  the  need  arise. 

•  The  catalog  will  be  capable  of  producing  a  hard  copy  catalog. 
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User  reQuirements.  The  following  decisions  were  made  by  ARI  regarding  the  user 
requirements: 


Selection  criteria  for  the  data  bases  to  be  included.  The  Catalog  will  contain 
information  on  all  major  data  bases  created  and/or  used  by  MPRD  for  research. 
ARI  data  bases  created  in  other  ARI  Laboratories  or  those  created  in  MPRD  but 
currently  managed  in  other  Laboratories  will  not  be  included.  Further,  smaller 
data  files  consisting  of  data  extracted  from  major  data  bases  to  support  specific 
analytic  purposes  will  not  be  cataloged.  Based  on  these  general  selection  criteria, 
MPRD  Technical  Area  Chiefs  and  research  staff  will  identify  and  select  specific 
data  bases  to  be  included  in  the  Catalog. 

Unit  of  catalog  entries.  Some  research  "data  bases"  consist  of  a  number  of 
separate  but  related  sub-files.  For  example,  the  sub-files  may  be  organized  by 
various  personnel  subgroups  (e.g.,  enlisted  vs.  commissioned  officers,  active  vs. 
separated  personnel)  or  by  data  collection  points  in  longitudinal  panel-design 
research  (e.g.,  a  sub-file  for  each  fiscal  year).  The  term  "datasets"  will  be  used 
in  the  context  of  the  Catalog  to  refer  to  component  data  files  of  a  multi-file 
research  data  base.  To  help  maintain  this  distinction,  the  term  "parent  data  base" 
will  be  used  to  refer  to  the  total  group  of  related  data  files.  Each  entry  in  the 
Catalog  will  be  a  component  dataset  of  a  multi-file  data  base  or  a  single  data  base 
with  no  sub-files. 

Type  of  information  to  be  cataloged.  Descriptions  of  data  bases  in  the  Catalog 
will  include  information  such  as  the  data  base  name,  data  base  manager,  types  of 
data,  data  base  specifications,  storage  location  and  medium,  population/sample  and 
dates/periods  represented  by  data,  data  collection  methods,  key  words,  and 
methods  for  accessing  the  data. 

Level  of  detail.  Each  data  base  in  the  Catalog  will  be  described  in  sufficient 
detail  to  allow  researchers  to  judge  its  relevance  for  a  specific  research  need  and 
to  locate  additional  information.  However,  the  Catalog  will  not  include  a 
comprehensive  data  dictionary  and  variable  code  descriptions. 

User>interface.  ARI  staff  indicated  that  minimal  user-interface  would  be  needed 
since  the  electronic  Catalog  will  be  written  with  a  commonly-used  software,  and 
the  ARI  researchers  who  will  be  the  primary  users  are  familiar  with  PC-based 
computer  files  and  operations. 
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Data  Collection 


This  section  documents  all  major  tasks  performed  to  build  the  MPRD  Research  Data  Base 
Catalog:  (1)  developing  data  collection  interview  guides;  (2)  conducting  MPRD  personnel 
interviews;  and  (3)  designing,  developing,  testing,  and  refining  the  electronic  Catalog. 

1.  Development  of  Data  Collection  Interview  Guides 

In  the  earlier  user  requirement  analysis,  MPRD  researchers  identified  types  of  data  base- 
related  information  they  wanted  documented  in  the  Catalog.  A  list  of  these  items  was  used  as 
a  guide  in  preparing  a  draft  interview  guide.  The  interview  items  were  organized  to  allow 
efficiency  in  the  data  collection  process  and  in  entering  information  into  the  electronic  Catalog 
file.  The  draft  interview  guide  was  reviewed  by  ARI  project  staff  whose  review  comments  were 
incorporated  into  the  final  form  (see  Appendix  A). 

The  interview  guide  consisted  of  two  parts.  The  first  part  dealt  with  descriptions  of  each 
dataset.  The  second  part  focused  on  research  conducted  using  data  from  a  specific  dataset  and 
publications  resulting  from  the  research  effort. 

2.  Data  Collection  Interviews 

During  an  in-process  review  of  the  project  for  the  MPRD  Director,  Fu  Associates  briefed 
the  Technical  Area  Chiefs  on  the  purpose  and  planned  approach  for  conducting  data  collection. 
The  COTR  coordinated  with  each  Technical  Area  Chief  in  MPRD  to  identify  researchers  in 
his/her  technical  area  who  were  most  knowledgeable  about  data  bases  to  be  entered  into  the 
Catalog.  The  COTR  also  coordinated  scheduling  the  initial  interview  sessions.  Fu  Associates 
provided  a  "read-ahead"  package  with  an  interview  guide  to  each  interviewee.  The  ARI  staff 
were  encouraged  to  assemble  materials  requested  in  the  interview  guide  before  the  interview 
sessions.  Responding  to  a  suggestion  that  some  may  prefer  to  use  wordprocessing  to  prepare  the 
information,  Fu  Associates  also  provided  a  computer  file  (WordPerfect)  of  the  interview  guide. 

Prior  to  and  following  each  interview,  Fu  Associates’  staff  reviewed  data  base 
documentation  and  related  reports  and  collected  information  needed  for  the  Catalog  to  minimize 
the  staff  interview  time.  All  interviews  were  conducted  at  ARI,  each  lasting  approximately  one 
hour.  Data  base  descriptions  were  collected  in  these  in-person  interviews  (see  Part  1  of  the 
interview  guide.  Appendix  A).  Information  for  Part  2  (i.e.,  related  research  and  publications)  was 
obtained  by  leaving  that  portion  of  the  interview  guide  with  the  respondent  researchers  to 
complete  and  return  to  Fu  Associates. 

Catalog  Development 

The  initial  Catalog  was  designed  to  be  built  in  FoxPro  which  is  a  dBASE-like  data  base 
management  software.  The  advantages  of  FoxPro  over  dBASE  or  other  similar  programming 
languages  are  the  ease  of  data  entry,  extensive  and  flexible  file  manipulation  capabilities,  and  the 
efficient  conversion  to  other  DBF  formats. 
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Fu  Associates  developed  a  prototype  catalog  containing  a  data  field  for  every  item  in  the 
interview  guide.  Information  collected  in  the  initial  interviews  was  entered  into  the  prototype 
Catalog  to  test  data  entry  procedures  and  the  fit  between  the  data  field  and  the  type  of 
information  collected.  This  test  process  resulted  in  several  design  modifications. 

All  information  collected  from  the  staff  interviews  and  document  reviews  was  entered  into 
the  electronic  Catalog,  printed  out,  and  examined  by  MPRD  researchers  for  accuracy  and 
completeness.  After  incorporating  all  revision  comments  provided  by  the  reviewers,  the  initial 
Catalog  was  completed.  Each  "record"  in  the  Catalog  represented  a  dataset  which  may  be  one 
of  several  parts  that  constitute  a  research  data  base.  For  example,  several  datasets,  each 
containing  different  types  of  data,  collectively  make  up  the  Officer  Longitudinal  Research  Data 
Base  (OLRDB).  Such  a  collection  of  related  datasets  was  referred  to,  in  the  interview  guide,  as 
a  parent  data  base.  The  final  Catalog  included  the  following  46  datasets. 

1.  1986  Early  Career  Satisfaction  Survey 

2.  1990  Army  Career  Satisfaction  Survey 

3.  1990  Survey  of  High  School  Youth  and  Parents 

4.  ACF  Master  System  File  1981-1986 

5.  Adaptability  Screening  Profile  Faking  Data  Set 

6.  Annualized  Cost  of  Leaving  the  Army/Career  Management  Field 

7.  Applicants  &  Accessions  Files 

8.  Army  At-fault  Accident  Records 

9.  Array  Career  Transition  Survey 

10.  Army  Career  Transition  Survey  Supplement 

11.  Army  Communications  Objectives  Measurement  System 

12.  Army  Experience  Survey 

13.  Army  Family  Research  Program  -  Family  Service  Providers 

14.  Army  Family  Research  Program  -  Installation  and  Community 
Characteristics  Inventoiy 

15.  Army  Family  Research  Program  -  Soldiers 

16.  Army  Family  Research  Program  -  Spouses 

17.  Automated  Instructional  Management  System  Data  Set 

18.  Career  Decision  Survey 

19.  Civilian  Biennial  Survey 

20.  Civilian  Leadership 

21.  Cohort  Data  Base 

22.  Core  Data  Set  100% 

23.  Core  Data  Set  25% 

24.  Determinants  of  Small  Unit  Performance 

25.  Dual  Military  Career 

26.  Enlisted  Master  File 

27.  Enlistment  Decision  Survey 

28.  Ft.  Leonard  Wood  Data  Base 

29.  Integrated  Research  Data  Base 

30.  Longitudinal  Research  on  Officer  Careers 

31.  Mini  Surveys  of  Total  Army  Military  Personnel  (Forms  1  and  2  for  Mobilized  Reservists) 

32.  Minimaster  File  1983-1991 
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33.  National  Longitudinal  Survey  Profile  of  American  Youth  Subset 

34.  New  Recruit  Survey 

35.  Officer  Core  Data  Set 

36.  Officer  Longitudinal  Data  Set 

37.  Project  A/Career  Force  Longitudinal  Research  Data  Base 

38.  Proteus 

39.  ROTC  Advanced  Camp  Data  Set 

40.  ROTC  Commissioned  Data  Set 

41.  Recruit  Experience  Tracking  Survey 

42.  Special  Forces 

43.  Survey  of  Total  Army  Military  Personnel 

44.  Training  Performance  Records  of  DLI  Students 

45.  United  States  Military  Academy  Data  Set 

46.  West  Point  Data  Base  -  Class  of  1994  and  1995 


The  final  step  in  the  electronic  Catalog  development  was  to  create  a  procedure  for  printing 
a  hard  copy  version  of  the  Catalog.  ARI  had  specified  minimal  user-interface  programming. 
Therefore,  Fu  Associates  designed  and  implemented  procedures  to  generate  clearly  formatted 
print-outs  without  elaborate,  decorative  features  (see  Appendix  C).  The  types  and  organization 
of  information  included  in  the  Catalog  are  described  in  Section  HI  below. 


The  Electronic  Catalog  Description 
FoxPro  Data  Base  File  (DBF) 

The  electronic  version  of  the  Catalog  was  designed  as  three  separate  files  of  a  FoxPro 
relational  data  base: 

•  A  file  named  MPRD.DBF  contains  general  dataset  descriptions  (obtained  through 
MPRD  staff  interviews); 

•  A  file  named  ARIANAL.DBF  contains  informatit  n  concerning  research  and 
analyses  that  have  been  conducted  using  the  dataset,  .xnd 

•  A  file  named  ARIPUBS.DBF  lists  publications  resulting  from  analysis  of  data  in 
the  dataset. 

The  dataset  name  is  included  in  all  three  data  bases  (in  the  field  "NAME")  and  is  used 
as  a  key  field  to  link  the  FoxPro  relational  files  together.  This  field  is  large  for  a  key  field  (90 
characters),  and  care  must  be  taken  to  ensure  that  the  links  are  not  lost  between  the  three  files 
by  altering  this  fie’d. 
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All  data  fields  contained  in  each  file  are  listed  below  along  with  type  of  data  and  field 


size. 


1.  MPRD.DBF 


Field 

Field  Name 

Type 

Width 

Description 

1 

NAME 

Character 

90 

Dataset  Name 

2 

ACRONYM 

Character 

25 

Dataset  Acronym 

3 

DESCRIPTN 

Memo 

Unlimited 

Dataset  Description 

4 

P_NAME 

Character 

60 

Parent  Data  Base  Name 

5 

P_ACRONYM 

Character 

25 

Parent  Data  Base  Acronym 

6 

TEAM 

Character 

60 

Technical  Area/Team  Responsible 

7 

MANAGER 

Character 

40 

Dataset  Manager 

8 

FILE_TYPE 

Character 

20 

Software/File  Type  (SAS,  flat,  etc.) 

9 

OP_SYS 

Character 

10 

Operating  System 

10 

SAS_NAME 

Character 

35 

SAS  Format  Library 

11 

REC_LENGTH 

Character 

20 

Record  Length 

12 

REC_FORMAT 

Character 

20 

Record  Format 

13 

RECORDS 

Character 

20 

Number  of  Records 

14 

VARIABLES 

Character 

25 

Number  of  Variables 

15 

SORT.VARS 

Character 

20 

Sorted-by  Variables 

16 

LOCATIONl 

Character 

25 

Storage  Location  1 

17 

LOCATION2 

Character 

25 

Storage  Location  2 

18 

LOCATION3 

Character 

25 

Storage  Location  3 

19 

MEDIAl 

Character 

25 

Storage  Media  1 

20 

MEDIA2 

Character 

25 

Storage  Media  2 

21 

MEDIA3 

Character 

25 

Storage  Media  3 

22 

COLLECTl 

Character 

40 

Data  Collection  Method  1 

23 

COLLECT2 

Character 

40 

Data  Collection  Method  2 

24 

COLLECT3 

Character 

40 

Data  Collection  Method  3 

25 

COLLECT4 

Character 

40 

Data  Collection  Method  4 

26 

COLLECT5 

Character 

40 

Data  Collection  Method  5 

27 

DATA_TYPE 

Memo 

Unlimited 

Type  of  Data 

28 

YEARS 

Character 

30 

Year(s)  of  Data  in  Dataset 

29 

FY_OR_CAL 

Character 

1 

Fiscal  or  Calendar  Year  (F/C) 

30 

LINK_VAR 

Character 

30 

Linkage  Variables  to  Merge  with 
Other  Datasets 

31 

SSN_CRYPT 

Logical 

1 

Is  SSN  Encrypted?  (Y/N) 

32 

K_CONCEPTS 

Memo 

Unlimited 

Concept  Keywords 

33 

K_MEASURES 

Memo 

Unlimited 

Measures  Keywords 

34 

K_GROUPS 

Memo 

Unlimited 

Sample  Group  Keywords 

35 

K_SPONSORS 

Memo 

Unlimited 

Sponsors,  Organizational  Units 
Keywords 

36 

ACCURACY 

Memo 

Unlimited 

Data  Quality  -  Accuracy 

37 

COMPLETNSS 

Memo 

Unlimited 

Data  Quality  -  Completeness 

38 

BIAS 

Memo 

Unlimited 

Data  Quality  -  Known  Bias 
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39 

CONSISTNCY 

Memo 

Unlimited 

Data  Quality  -  Longitudinal 
Consistency 

40 

CONSTRNTS 

Memo 

Unlimited 

Data  Quality  -  Dataset  Constraints 

41 

SOURCES 

Memo 

Unlimited 

Data  Sources 

42 

UPD_SCHED 

Memo 

Unlimited 

Update  Schedule 

43 

UPD_DESC 

Memo 

Unlimited 

Established  Update  Procedure 

44 

UPD_FUTURE 

Memo 

Unlimited 

Future  Maintenance  Plans 

45 

DEV_DOC 

Character 

25 

Location  -  Dataset  Development 
Documentation 

46 

DICT_ONLIN 

Character 

40 

Location  -  On-line  Data  Dictionary 

47 

DICT_HARD 

Character 

40 

Location  -  Hard  Copy  Data  Dictionary 

48 

CODE_ONLIN 

Character 

40 

Location  -  On-line  Code  Descriptions 

49 

CODE_HARD 

Character 

40 

Location  -  Hard  Copy  Code 
Descriptions 

50 

LAST_USAGE 

Character 

15 

Date  Dataset  Last  Used 

51 

USERS 

Character 

70 

Current  Dataset  Users 

52 

USAGE_DESC 

Memo 

Unlimited 

Current  Dataset  Use 

53 

AUTHORIZED 

Character 

30 

Office  to  Authorize  Dataset  Use 

54 

USERID 

Character 

30 

Procedures  to  Obtain  Dataset  User  ID 

55 

ACCS_CNTCT 

Character 

50 

POC  for  Additional  Information 

2. 

ARIANAL.DBF 

Field 

Field  Name 

Type 

Width 

Description 

1 

NAME 

Character 

90 

Dataset  Name 

2 

PROJ.NAME 

Memo 

Unlimited 

Project  Name 

3 

PURPOSE 

Memo 

Unlimited 

Purpose  of  Research 

4 

SPONSOR 

Character 

60 

Sponsor 

5 

APPROV_NUM 

Character 

60 

Instrument  Clearance  Approval 
Number(s) 

6 

TECH_AREA 

Character 

60 

Technical  Area/Team  Responsible 

7 

INVESTIGTR 

Character 

60 

Principal  Investigator(s) 

8 

BEGENDDATE 

Character 

60 

Begin/End  Dates 

9 

POP_DESC 

Memo 

Unlimited 

Population  Description 

10 

SAMP_DESC 

Memo 

Unlimited 

Sample  Description 

3. 

ARIPUBS.DBF 

Field 

Field  Name 

Type 

Width 

Description 

1 

NAME 

Character 

90 

Dataset  Name 

2 

TITLE 

Memo 

Unlimited 

Publication  Title 

3 

AUTHOR 

Character 

60 

Author/Editor 

4 

DATE 

Character 

60 

Publication  Date 

5 

REPORT.NO 

Character 

30 

Report  Number 

6 

WORK_UNIT 

Character 

30 

Work  Unit  Number 
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The  ASCII  File 


The  information  contained  in  the  three  FoxPro  files  at  the  completion  of  the  Catalog 
development  is  also  available  in  three  corresponding  ASCII  files.  In  the  event  that  ARI  chooses 
to  transfer  the  electronic  Catalog  into  a  DBF  other  than  FoxPro,  the  ASCII  format  data  will 
provide  maximum  efficiency  and  flexibility  in  performing  the  conversion  task.  The  ASCII  files 
were  created  from  the  FoxPro  DBFs  which  contain  numerous  "memo  fields"  with  undefined  field 
widths.  Since  the  memo  fields  prevented  constructing  fixed-length  record  files,  an  alternative  file 
structure  called  "tagged  files,"  appropriate  for  Text  Information  Management  Systems  (TIMS), 
was  designed  as  described  below. 

1.  Information  in  each  FoxPro  memo  field  is  stored  in  ASCII  using  as  many  lines  as 
necessary.  The  first  line  of  each  data  element  begins  with  a  "tag"  consisting  of  the  field 
name  enclosed  in  <  >.  The  remaining  lines  of  text  for  that  data  element  contain  no  tag 
name.  Change  to  the  next  variable  is  indicated  by  a  line  starting  with  a  new  <tag  name>. 

2.  The  end  of  each  dataset  record  is  indicated  by  <END  OF  RECORD>. 

3.  Each  of  the  three  data  files  has  this  structure  with  <END  OF  FILE>  to  indicate  the  end 
of  the  data  file. 

This  ASCII  file  structure  applied  to  MPRD.DBF  is  schematized  below: 


<name> 

MiniSurveys  of  Total  Army  Military  Personnel  (Forms  1  and  2  for  Mobilized  Reservists) 
<acronym> 

Mini  STAMP 
<descriptn> 

Mailed  survey  of  618  reservists  mobilized  during  Desert  Shield/Storm.  Linked 
information  from  EMF,  OMF,  SIDPERS-USAR,  mobilized  and  impact  on  civilian  career 
and  family. 


<END  OF  RECORD> 
<name> 

<acronym> 

<descriptn> 


<END  OF  RECORD> 
<END  OF  FILE> 


9 


System  Maintenance  Issues 


Catalog  Update  Issues 

At  the  completion  of  this  project,  the  Catalog  contains  information  on  all  data  bases  which 
MPRD  staff  identified  for  inclusion.  However,  in  order  to  maintain  its  usefulness,  the  Catalog 
should  be  updated  with  the  following  types  of  information:  updates  of  information  about  existing 
data  bases,  new  data  bases  created,  new  component  datasets  added  to  existing  data  bases,  and 
new  research  and  publications  based  on  existing  data  bases. 

To  keep  the  Catalog  current,  a  set  of  guidelines  and  procedures  should  be  established  with 
regard  to  the  Catalog  updates.  It  is  anticipated  that  a  specific  work  unit  and/or  individual  will 
coordinate  all  update  activities  across  MPRD.  New  information  will  be  generated  in  all  woik 
units  of  MPRD.  One  option  for  entering  new  information  in  the  Catalog  would  be  for 
researchers  working  directly  with  new  projects  to  perform  the  update  and  document  it  in  the 
Catalog.  Although  this  approach  may  provide  the  most  accurate  and  thorough  updates,  its 
potential  disadvantages  include  inconsistent  updating  procedures,  time  lags  in  conducting  updates, 
or  failure  to  update  due  to  lack  of  awareness  on  die  part  of  some  researchers  of  this  practice. 

An  alternate  approach  would  be  for  one  individual  (possibly  in  the  MPRD  Headquarters 
Office)  to  serve  as  the  Catalog  manager  and  carry  out  all  tasks  involved  in  Catalog  content 
updates.  This  option  would  require  the  Catalog  Manager  to  solicit  new  information  to  be  entered 
into  the  Catalog  at  periodic  intervals.  While  information  collected  through  this  process  may  lack 
the  level  of  detail  obtained  through  the  first  approach,  this  method  would  facilitate  the  procedural 
consistency  and  might  reduce  the  possibility  of  failure  to  add  new  information.  The  single 
Catalog  Manager  approach  may  be  more  desirable  than  the  first  approach  as  long  as  the  Catalog 
remains  a  single-user  data  base.  The  Manager  could  track  update  activities  and  provide  the  most 
updated,  current  Catalog  to  users. 

System  Modification  Issues 

As  mentioned  earlier,  the  electronic  Catalog  was  designed  to  contain  all  information 
judged  appropriate  by  MPRD  staff,  organized  into  a  FoxPro  file.  Alternatively,  the  Personal 
Library  software  ARI  recently  acquired  may  be  used  to  convert  the  ASCII  format  catalog  into 
a  DBF  to  facilitate  future  file  manipulation  tasks.  Beyond  this  initial  conversion  of  the  ASCII 
file  into  a  DBF,  there  may  be  additional  needs  in  the  future  to  modify  the  basic  structure  of  the 
Catalog.  Possible  reasons  for  such  modification  may  be  to  include  additional  data  fields  or 
eliminate  seldom-used  fields.  The  specific  procedure  for  such  system  modifications  would 
depend  on  the  DBF  software  chosen. 
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Directions  for  Further  System  Enhancements 


If  the  Catalog  serves  its  purposes  successfully,  further  expansion  of  its  capabilities  may 
be  considered.  Possible  areas  of  future  system  enhancements  include  the  following; 

•  Multi-user  Capability.  Depending  on  the  level  of  Catalog  usage,  ARI  may 
consider  installing  the  Catalog  in  the  MPRD-wide  local  area  network  (LAN)  in 
the  future. 

•  Search-by-keyword  Capability.  Researchers  may  use  the  Catalog  to  find  data 
bases  that  contain  certain  types  of  data  (e.g.,  personnel  demographics,  training 
performance,  or  career  history);  data  collected  from  certain  personnel  groups  (e.g., 
the  enlisted,  commissioned  officers,  members  of  minority  groups);  or  data 
extracted  from  certain  Army  data  bases  (e.g..  Officer  Master  File,  Enlisted 
Personnel  Master  File).  Searching  for  specific  types  of  data  will  be  greatly 
enhanced  by  a  search-by-keyword  capability. 

•  Linkages  to  Other  MPRD/ARl  Document  Data  Bases.  There  are  several  data 
bases  maintained  by  ARI  and  MPRD  Headquarters  that  contain  information  on 
research  activities  and  publications.  The  MPRD  Research  Data  Base  Catalog  will 
contain  these  types  of  information  related  to  each  data  base  entry.  Procedures  to 
link  the  Catalog  with  the  other  data  bases  may  facilitate  accurate  and  complete 
updating  of  these  types  of  information  and  reduce  redundancy  in  information 
management 

Pursuing  the  possibility  of  such  linkages  would  involve  a  coordinated  effort 
among  various  ARI  offices  and  personnel  working  with  related  management  data 
bases  to  identify  appropriate  linkage  variables,  computer  programs  to  link  files, 
and  identification  of  office/personnel  to  develop  and  manage  the  linkage 
procedure. 

The  computer  programming  required  for  this  type  of  system  enhancement  may  be 
somewhat  complex,  depending  on  the  specific  software  involved  and  the  level  of  sophistication 
desired  in  the  new  functions. 


Summary 

The  MPRD  Research  Data  Base  Catalog  has  been  developed  through  the  process  of 
document  reviews,  staff  interviews,  and  review  of  the  draft  Catalog  by  MPRD  staff.  The  Catalog 
contains  information  on  all  data  bases  selected  for  inclusion  by  ARI.  In  addition  to  a  hard  copy 
version,  an  electronic  version  of  the  Catalog  was  produced  as  a  FoxPro  DBF  and  an  ASCII  file. 
The  ASCII  file  will  provide  ARI  an  option  to  convert  the  Catalog  into  a  data  file  consistent  with 
software  commonly  used  in  MPRD. 
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APPENDIX  A 


MPRD  RESEARCH  DATA  BASE  INTERVIEW  GUIDE 
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MPRD  RESEARCH  DATA  BASE  INTERVIEW 


This  interview  guide  will  be  used  to  collect  information  concerning 
research  data  bases  developed  by  ARI,  particularly  the  Manpower  and 
Personnel  Research  Division.  A  copy  (hard  copy  and/or  a  Word 
Perfect  file)  is  being  provided  to  ARI  personnel  designated  as  POC 
for  each  unit  to  prepare  for  the  interview. 

This  guide  is  not  a  self-administered  survey;  each  item  will  be 
discussed  in  a  personal  interview.  However,  the  POCs  are 
encouraged  to  review  the  guide  before  the  interview,  using  the 
following  guidelines: 

•  Most  of  the  questionnaire  items  refer  to  a  DATASET.  A  dataset 
may  be  one  of  several  files  that  constitute  a  research  data 
base.  For  example,  there  is  a  file  containing  ROTC  data  (the 
ROTC  Dataset)  eimong  the  files  that  ma)ce  up  the  Officer 
Longitudinal  Research  Data  Base  (OLRDB) . 

•  A  collection  of  related  datasets  will  be  referred  to,  in  the 
interview  guide,  as  a  PARENT  DATA  BASE.  An  example  is  the 
OLRDB. 


Name  of  Respondent:  _ 

Technical  Area:  _ 

Date  of  Interview:  _ / _ / 

Dataset  Name:  _ 

Dataset  Acronym:  _ 

Brief  Dataset  Description:  _ 


Parent 

Parent 


Data  Base  Name : 


Data  Base  Acronym: 
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A.  Description  of  the  dataset: 

1 .  Dataset  management : 

a.  Technical  area/team  responsible: 

b.  Dataset  manager:  _ 


2.  Dataset  structure: 

a.  Software 

Software/ file  type:  _ 

Operating  system:  _ 

b.  SAS  format  library  name: 


c.  Record  length: 


d.  Record  format:  _ 

e.  Number  of  physical  records:  _ 

f.  Number  of  variables,  data  elements: 

g.  Sorted  by  variable (s ) :  _ 

h.  Storage  location(s) : 

_  ARI  VAX 

_  ARI  PC 

_  NIH 

_  Other  (list)  _ 

i.  Storage  media: 

_  Magnetic  tape 

_  Online  disk 

_  Online  dedicated  disk 

_  Floppy  disk 

_  Other  (list)  _ 
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3. 


Data  description: 

a.  Data  collection  method: 

_  Survey 

_  Interview 

_  Performance 

_  Cognitive  test 

_  Attitude  assessment 

_  Aptitude/achievement 

_  Observational 

_  Copy  of  existing  management  data  base 

_  Extracted  from  existing  management  data  base 

_  Other  (list) 


b.  Type  of  data  {e.g.,  personnel,  test  scores, 
training  performance) : 


c.  Year(s)  of  data  included  in  dataset: 


Fiscal  year  _  Calendar  year 


d.  Linkage  variable(s)  to  merge  with  other  datasets: 


If  the  dataset  includes  social  security  number 
is  the  social  security  number  encrypted? 

_  Yes 

_  No 
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4 .  Keywords  relevant  to  the  dataset : 

a.  Concepts,  topic  area  keywords: 


b.  Measures  (e.g.,  aptitude  test)  keywords: 


c.  Sample  groups  (e.g.,  commissioned  officers, 
enlisted  personnel)  keywords:  _ 


d.  Sponsor,  related  organizational  units  (e.g., 
TRADOC,  DCSPER,  DCSOPS,  FORSCOM,  NTC)  keywords: 


5.  General  data  quality: 

a .  Accuracy :  _ 


b.  Corr^leteness : 


c.  Known  bias  (due  to  sampling  or  data  collection 
procedures) :  _ 


d.  Longitudinal  consistency  (if  applicable) : 


e.  Dataset  constraints  (e.g.,  size  of  dataset, 

execution  speed,  too  few  variables,  inability  to 
link  with  other  datasets) : 
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B.  Dataset  development  euid  maintenance: 

1 .  Data  sources :  _ 

2.  Update  schedule:  _ 

3.  Description  of  established  update  procedure:  _ 

C .  Document at ion : 

1 .  Dataset  development  process : 

a.  Documentation  available? 

_  Yes 

_  No 

b.  Location  of  documentation:  _ 

2.  Data  elements,  data  dictionary  (variable  descriptions): 

a.  Documentation  available? 

_  Yes 

_  No 

b.  On-line  access  or  hard  copy  documentation? 

_  On-line 

Online  documentation  location:  _ 

_  Hard  copy 

Hardcopy  documentation  location:  _ 

3.  Code  descriptions: 

a.  Documentation  available? 

_  Yes 

_  No 
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b.  On-line  access  or  hard  copy  documentation? 
_  On-line 

Online  documentation  location:  _ 


_  Hard  copy 

Hard  copy  documentation  location:  _ 

D .  Dataset  Usage : 

1.  Is  anyone  using  the  dataset  now? 

_  Yes  (Go  to  D.2) 

_  No  When  was  the  dataset  last  used?  _ 

(Go  to  E) 

2.  Who  is  currently  using  data  from  the  dataset? 


3.  How  is  the  dataset  being  used?  (e.g.,  research  project, 
type  of  analysis,  other  data  being  combined) : 


E.  What  are  the  future  maintenance  plans  of  the  dataset? 


F .  Dataset  access : 

1.  Authorization  required? 

_  Yes  F.l.a.  By  what  office?  _ 

_  No 

2 .  Is  a  user  ID  required? 

_  Yes  F.2.a.  How  can  a  user  obtain  the  ID?  _ 

_  No 

3 .  File  name  or  person  to  contact  in  order  to  obtain 
detailed  information  on  how  to  access  the  dataset. 
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RESEARCH  PROJECT/ANALYSIS  SECTION 


Section  G  will  repeat  for  each  research  project  or  analysis. 
All  questions  under  section  G  pertain  to  the  research  project  or 
analysis  based  on  data  from  the  dataset. 

Name  of  Respondent : 

Technical  Area: 

Date  of  Interview: 

Dataset  Name :  _ 

6.  Research  project  or  analysis  based  on  data  from  the 
dataset : 

1.  Name  of  proj ect /analysis :  _ 

2.  Purpose  of  research/analysis:  _ 

3.  Sponsor:  _ 

4.  Instrument  clearance  approval  numbers  (e.g.,  0MB, 
USAPIC) : 

5.  Technical  area/team  responsible  for  research/analysis: 

6.  ARI  principal  investigator:  _ 

7.  Begin/end  dates  of  research/analysis:  _ 

8.  Publications  related  to  the  research  project  or  analysis: 

Title:  _  Title:  _ 

Author :  _ 

Date:  _ 

Report  # :  _ 

Work  Unit  # : 


Author:  _ 

Date:  _ 

Report  # :  _ 

Work  Unit  # : 
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Title : 

Title : 

Author : 

Author : 

Date : 

Date : 

Reoort  # : 

Report  #  : 

Work  Unit  # : 

Work  Unit  #: 

Title : 

Title : 

Author : 

Author ; 

Date : 

Date : 

Reoort  # : 

Report  # : 

Work  Unit  # : 

Work  Unit  # : 

Description  of 

research/analysis  population: 

Description  of 

research/analysis  sample: 
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APPENDIX  B 


MPRD  RESEARCH  DATA  BASE  ELECTRONIC  CATALOG 

USER’S  GUIDE 
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MPRD  RESEARCH  DATA  BASE  ELECTRONIC  CATALOG 

USER’S  GUIDE 


PURPOSE  AND  SCOPE 

Information  provided  in  this  appendix  is  limited  to  basic  FoxPro  commands  necessary  to  access, 
review,  update  and  print  the  contents  of  the  MPRD  Research  Data  Base  Catalog. 

Three  FoxPro  data  base  files  (DBFs)  make  up  the  MPRD  Research  Data  Base  Catalog  as  follows: 

1.  Research  Dataset  Descriptions  (filename:  MPRD.DBF), 

2.  Research/Project  Analysis  (filename:  ARIANAL.DBF),  and 

3.  Research/Project  Analysis  Publications  (filename:  ARIPUBS.DBF). 

Sections  n  and  in  of  the  Final  Report  describes  the  data  bases  and  the  variables  included  in 
them.  This  User’s  Guide  describes  those  functions  necessary  to  work  with  the  Catalog  data  base 
files. 


HOW  TO  USE  THIS  GUIDE 

Each  data  base  file  is  made  up  of  records,  screens,  and  fields  which  contain  the  information 
describing  the  MPRD  research  datasets.  Definitions  of  these  terms  follow: 

DATA  BASE  FILE  A  collection  of  multiple,  similarly  structured  records.  For  the  on¬ 
line  catalog,  the  three  DBFs  referred  to  are  the  Research  Dataset 
Descriptions,  Research/Project  Analysis,  and  Research  /Project 
Analysis  Publications. 

RECORD  Consists  of  a  number  of  screens  specific  to  one  topic  or  subject  in  a  DBF. 

Each  MPRD  dataset  in  the  Catalog  has  one  record  entry  in  the 
MPRD.DBF.  There  may  be  multiple  records  for  each  MPRD  dataset  in 
the  ARIANAL.DBF  and  the  ARIPUBS.DBF. 

SCREEN  A  grouping  of  text  or  information  in  the  record  that  can  be  viewed  at  one 
time.  The  Catalog  was  designed  so  that  the  information  in  each  record  of 
the  DBFs  is  grouped  by  screens. 

FIELD  The  specific  information  describing  the  topic  or  subject  in  the  record.  The 
on-line  Catalog  is  made  up  of  memo  and  non-memo  fields  which  follow 
the  questions  and  topics  used  to  collect  information  in  the  interviews  with 
ARI  personnel. 

NON-MEMO  fields  Each  of  these  fields  has  a  defined 

length,  usually  one  line;  they  can 
contain  numeric  or  alpha  information. 
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MEMO  fields 


These  fields  have  no  length  limit.  They  are 
frequently  used  when  a  paragraph  or  more  of 
information  is  required. 


The  actions  that  would  typically  be  performed  by  a  user  of  the  Catalog  follow: 

Entering  FoxPro; 

Opening  a  Catalog  file; 

Viewing  the  file  contents  by  moving  through  the  records,  screens,  and  fields; 

Editing  the  contents  of  a  record  within  a  data  base  file; 

Adding  records  to  a  file; 

Sorting  or  reordering  the  records  within  a  file; 

Printing  records  or  files; 

Saving  modifications  or  additions  to  the  file  contents; 

Exiting  the  file;  and 
Exiting  FoxPro. 

The  rest  of  the  User’s  Guide  describes  how  to  complete  each  of  these  actions.  The  following 
conventions  were  used  in  the  descriptions: 


<Enter>  A  word  contained  in  brackets  such  as  these  and  appearing  in  the  courier 
font  indicates  the  corresponding  key  on  your  keyboard.  You  should  press 
the  key  as  instructed  to  complete  the  action  being  described. 


DO  ARl  Text  displayed  in  the  courier  font  is  meant  to  be  typed  exactly  as  it 
appears,  often  followed  by  pressing  <Enter>  on  your  keyboard. 

[disk  drive]  Any  text  contained  in  brackets  such  as  these  describes  what  should 
actually  be  typed  to  execute  a  command.  For  the  example  shown,  [disk 
drive]  means  that  you  should  actually  type  the  appropriate  disk  drive,  such 
as  "A"  or  "C." 


ENTERING  FOXPRO 

At  the  system  prompt  within  MS-DOS,  type: 

FoxPro  <Enter> 

Note:  You  do  not  have  to  use  upper-  and  lower-case  letters.  FoxPro  is  not  case  sensitive. 
Depending  on  the  particular  verson  of  FoxPro  and  the  LAN  configuration  established  at  ARI,  a 
slightly  different  FoxPro  command  (e.g.,  FoxL)  may  be  used. 

First,  your  monitor  will  be  filled  with  the  FoxPro  introductory  screen  which  displays  copyright 
information.  Then  a  pop-up  "Command"  screen  and  "menu  bar"  are  added  to  the  screen. 
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The  pop-up  Command  screen  is  known  as  the  "command  window";  the  cursor  rests  in  this 
window.  Actions  can  be  completed  from  this  window  by  typing  a  command  and  pressing  the 
<Exxter>  key. 

The  menu  bar  is  located  across  the  top  of  the  screen.  The  menu  bar  is  made  up  of  seven  FoxPro 
categories  of  functions  which  can  be  selected  to  complete  further  action.  These  are:  System, 
File,  Edit,  Data  Base,  Record,  Program,  and  Window.  These  categories  of  functions  can  be 
selected  by  pressing  the  <Alt>  key  and  the  first  letter  of  the  menu  name.  When  selected,  a 
"pulldown  menu"  appears  which  contains  a  list  of  functions  or  menu  options,  each  performing 
a  specific  task.  Each  of  these  functions  is  chosen  by  scrolling  through  the  options  using  the  UP 
ARROW  or  DOWN  ARROW  keys  to  highlight  the  option,  and  then  pressing  the  <Enter>  key. 
These  functions  may  also  be  selected  by  pressing  the  highlighted  letter  in  the  desired  menu 
option,  usually  the  first  letter  of  the  word.  At  any  time,  you  can  return  to  the  command  window 
from  the  menu  bar  and  pulldown  menus  by  pressing  the  <Esc>  (escape)  key. 


OPENING  A  MPRD  RESEARCH  DATA  BASE  CATALOG 

In  order  to  access  one  of  the  Catalog  DBF,  type  the  appropriate  command  (corresponding  to  the 
DBF  you  would  like  to  select)  in  the  command  window  as  follows: 

DO  ARI  <Enter>  (to  access  MPRD.DBF)  or 

DO  ARlANAL  <Bnter>  (to  access  both  ARIANAL.DBF  and  ARIPUBS.DBF). 

When  you  have  completed  one  of  these  commands,  you  have  opened  a  DBF,  and  entered  the 
MPRD  Research  Data  Base  Catalog.  The  cursor  rests  in  the  first  field  of  the  first  record  of  the 
DBF  you  selected.  (Note  that  the  menu  bar  at  the  top  of  the  screen  has  been  simplified  to 
include  just  "FILE"  and  "QUIT."  These  are  the  only  functions  necessary  to  operate  within  the 
Catalog.) 


MOVING  WITHIN  A  CATALOG  DBF 

Once  you  have  accessed  a  Catalog  DBF,  you  are  ready  to  move  through  the  records,  screens,  and 
fields  to  view  its  contents. 

At  any  time,  you  can  verify  your  location  within  the  DBF  and  a  specific  record  using  the 
information  provided  at  the  bottom  of  the  screen.  There  are  numeric  notations  to  indicate  both 
the  current  screen  number  (of  the  total  number  of  screens)  within  a  given  record,  and  the  current 
record  number  (of  the  total  number  of  records)  within  the  DBF. 
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Moving  across  Records 


The  following  key  strokes  move  the  cursor  from  a  record  to  another  record  within  a  DBF: 

<Alt>  +  DOWN  ARROW  (1)  Moves  the  cursor  to  the  same  screen  of  the 

following  record.  (Note;  only  the  non-numeric  pad 
DOWN  ARROW  key  may  be  used.) 

<Alt>  +  UP  ARROW  Moves  the  cursor  to  the  same  screen  of  the  previous  record. 

(Note:  Only  the  non-numeric  pad  UP  ARROW  key  can  be 
used.) 

<Alt>  +  <A>  Moves  the  cursor  to  the  first  field  of  a  blank  record  located 

immediately  after  the  last  filled  record  in  the  file. 

Moving  within  a  Record 

The  following  key  strokes  move  the  cursor  between  fields  within  a  record: 

<T2J5>  (1)  Moves  the  cursor  from  any  field  to  the  following  field  (whether 

memo  or  non-memo). 

(2)  If  the  cursor  is  in  the  last  field  of  a  screen,  moves  the  cursor  to 
the  first  field  of  the  following  screen. 

<Shi£t>  +  <T2d3>  (1)  Moves  the  cursor  from  any  field  to  the  previous  field 

(whether  memo  or  non-memo). 

(2)  If  the  cursor  is  in  the  first  field  of  a  screen,  moves  the 
cursor  to  the  first  field  of  the  previous  screen. 

Note:  If  the  cursor  is  in  the  first  field  of  the  first  screen  of 
a  record,  the  cursor  moves  to  the  first  screen  of  the 
previous  record. 

DOWN  ARROW  (1)  Moves  the  cursor  from  a  non-memo  field  to  the  following  field. 

(2)  If  the  cursor  is  in  the  last  non-memo  field  of  a  screen,  moves 
the  cursor  to  the  first  field  of  the  following  screen. 

UP  ARROW  (1)  Moves  the  cursor  from  a  non-memo  field  to  the  previous  field. 

(2)  If  the  cursor  is  in  the  first  non-memo  field  of  a  screen,  moves 
the  cursor  to  the  first  field  of  the  previous  screen. 


B-5 


(3)  If  the  cursor  is  in  the  first  non-memo  field  of  the  first  screen  of 
a  record,  the  cursor  moves  to  the  first  screen  of  the  previous 
record. 

<Page  Dovni>  Moves  the  cursor  to  the  first  field  of  the  following  screen. 

<Page  Up>  Moves  the  cursor  to  the  first  field  of  the  previous  screen.  If  the 

cursor  is  in  the  first  field  of  the  first  screen  of  a  record,  the  cursor 
moves  to  the  first  screen  of  the  previous  record. 


Moving  within  Fields 

All  of  the  text  in  a  field  is  not  always  visible  on  the  screen.  The  following  key  strokes  move 
the  cursor  within  the  fields  so  that  all  of  the  text  can  be  read  and  reviewed. 


RIGHT  ARROW  Allows  you  to  scroll  right  to  the  end  of  the  line.  If  you  enter  data 

in  a  non-memo  field  and  exceed  the  field  length,  you  will  be 
alerted  by  a  tone  or  beep,  and  the  cursor  will  move  to  the 
following  field. 

LEFT  ARROW  Allows  you  to  scroll  to  the  left  margin  of  a  field,  once  you  have 

scrolled  right. 


DOWN  ARROW  Allows  you  to  scroll  down  and  view  the  bottom  portion  of  memo 

fields. 

UP  ARROW  Allows  you  to  return  to  the  top  margin  of  a  memo  field,  once  you 

have  scrolled  down. 
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Returning  to  flie  File  Menu 


<Alt>  +  <F>  From  anywhere  in  the  DBF,  brings  up  the  File  menu  with 

a  list  of  key  stroke  options  with  corresponding  directional 
movement  of  the  cursor.  These  options  may  be  selected  by 
using  the  ARROW  keys  to  move  the  cursor  to  the  desired 
option  and  pressing  the  <Enter>  key.  * 


EDITING  INFORMATION  WITHIN  A  MPRD  RESEARCH  DATA  BASE  CATALOG 
FILE 

The  following  procedures  will  allow  you  to  modify,  add,  or  delete  information  in  the  existing 
record  fields.  Once  you  have  opened  a  file,  move  the  cursor  to  the  field  you  wish  to  edit  using 
the  keystrokes  explained  above. 

Then,  go  to  the  File  menu  by  pressing  and  holding  the  <Alt>  and  pressing  the  <F>  key.  At 
the  menu,  select  the  Edit  option  and  press  <Bnter>.  The  screen  will  return  to  the  record  and 
the  field  you  wish  to  edit  (The  "extra"  step  of  returning  to  the  File  menu  is  intended  to 
minimize  the  chances  of  inadvertently  changing  dataset  information  while  reading  the  records.) 

When  the  cursor  rests  on  the  word  or  line  within  a  field  where  you  would  like  to  modify  or  add 
text,  you  can  delete  the  existing  text  using  the  <Bacfcspace>  and  <Delete>  keys  as 
described  below. 

<Backspace>  Deletes  characteifs)  to  the  left  of  the  cursor. 

<Delete>  Deletes  the  character  where  the  cursor  rests. 


'  In  addition  to  the  methods  described  above  for  moving  through  a  Catalog  DBF,  alternative  methods  are 
available,  using  the  following  "hot  keys"  or  the  <Alc>  +  <a  letter  Icey>  commands: 


<Alt> 

+ 

<F> 

<Alt> 

+ 

<A> 

<Alt> 

+ 

<D> 

<Alt>  +  <N> 


<Alt>  +  <P> 


Brings  up  the  File  menu. 

Moves  the  cursor  to  the  last,  blank  record  shell. 

Deletes  a  record  from  a  Catalog  DBF  (see  section  on  Deleting  Records  from 
the  Catalog  Data  Base). 

Moves  the  cursor  to  the  first  field  of  the  following  screen  within  the  same 
record;  alternative  to  the  <Page  l>own>  command. 

Moves  the  cursor  to  the  first  field  of  the  previous  screen  in  the  same  record; 
alternative  to  the  <Page  up>  command. 
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You  can  add  new  text  by  typing  the  text  where  you  would  like  it  to  appear.  Pressing  the 
<Enter>  key  automatically  saves  the  deletions  and  additions.  (Alternatively,  pressing  the 
<Bsc>  key  after  editing  a  field  allows  you  to  leave  the  field  without  saving  the  changes.) 


CREATING  NEW  RECORDS 

New  dataset  records  may  be  created  and  added  to  the  Catalog.  You  will  need  to  create  new 
entries  for  all  three  FoxPro  DBFs  as  they  are  developed. 

In  order  to  add  a  new  dataset  record,  you  move  to  the  last,  blank  record  of  the  file  by  pressing 
and  holding  the  <Alt>  and  pressing  the  <A>  key.  This  last  record  is  a  blank  "shell"  with 
empty  data  fields  and  their  corresponding  labels  or  headings.  Using  the  keys  described  above 
for  moving  through  the  fields  and  screens  and  editing  text,  enter  the  new  information  in  each  of 
the  fields.  A  blank  record  shell  will  always  be  created  at  the  end  of  the  file  so  this  process  can 
be  repeated  as  often  as  necessary. 

This  process  varies  slightly  for  adding  publications  to  the  ARIPUBS.DBF.  At  the  end  of  each 
record  in  the  ARIANAL.DBF,  there  is  a  prompt  to  ask  you  if  you  want  to  add  publications.  As 
you  attempt  to  exit  each  record  within  this  DBF,  the  Catalog  prompts  you  with  a  pop-up 
message:  "Do  you  wish  to  add  a  publication  ?"  You  must  answer  "yes"  or  "no"  to  continue. 
To  do  this  you  should  move  the  cursor  to  highlight  the  desired  response  using  the  ARROW  or 
<Tab>  keys,  then  press  either  the  <  Enter >  or  the  <Page  Down>  key. 

If  you  select  "no"  you  will  move  to  the  first  screen  of  the  next  record.  If  you  select  "yes"  you 
will  move  to  the  first  blank  record  of  the  ARIPUBS.DBF. 


SWITCHING  TO  A  DBF  SORTED  BY  TECHNICAL  AREAS 

Currently,  each  of  the  Catalog  DBFs  is  sorted  alphabetically  by  MPRD  research  dataset  name. 
However,  there  may  be  occasions  where  you  wish  to  have  the  Catalog  sorted  by  technical  areas 
responsible  for  the  data.  From  any  record  within  a  Catalog  DBF,  you  may  switch  to  a  version 
of  the  DBF  ordered  by  Tech  Areas  by  following  the  steps  described  below. 

First,  go  to  the  File  menu  by  pressing  and  holding  the  <Alt>  and  pressing  the  <F>  key.  From 
the  menu,  select  the  Sort  option  and  press  <Enter>.  This  will  bring  up  another  pulldown  menu 
with  the  following  two  options; 

Tech  Area  Connects  the  user  to  the  same  record  in  the  DBF  ordered  by  Tech  Areas. 

Dataset  Connects  the  user  to  the  same  record  in  the  DBF  ordered  by  dataset 
names. 

At  any  point  in  reading  the  Catalog  DBF,  you  can  switch  to  either  sort  order.  This  will  facilitate 
reading  or  printing  datasets  clustered  by  tech  areas. 
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DELETING  RECORDS  FROM  THE  CATALOG  DATA  BASE 


While  most  of  changes  to  the  Catalog  are  expected  to  be  in  the  form  of  information  updates  and 
addition  of  new  dataset  records,  some  Catalog  records  may  need  to  be  deleted  occasionally.  For 
example,  a  blank  record  may  be  created  inadvertently  and  needs  to  be  "cleaned  out."  In  other 
cases,  changes  needed  to  update  an  existing  record  may  be  so  extensive  that  deleting  the  current 
record  and  creating  a  new  one  may  be  more  efficient  than  editing. 

The  following  steps  will  be  taken  to  delete  an  existing  record  from  any  of  the  Catalog  DBFs: 

First  bring  up  the  record  you  wish  to  delete  on  the  screen,  and  press  <Alt>  +  <F>  to  go  to 
the  File  menu.  When  you  select  the  Delete  option  from  the  menu,  a  message,  "Are  you  sure  you 
want  to  delete  this  record?,"  will  appear  with  options  to  answer  Yes  or  No.  If  you  are  sure, 
move  the  arrow  key  to  the  Yes  option  and  press  <Enter>.  The  record  will  be  deleted,  and  the 
cursor  will  return  to  the  record  that  followed  the  deleted  record. 

If  you  need  to  delete  information  on  a  dataset  that  becomes  no  longer  available  or  useful  for 
research  (rather  than  to  remove  blank  records  or  to  perform  extensive  updates),  records 
corresponding  to  that  dataset  in  all  three  Catalog  DBFs  should  be  removed. 


PRINTING  DATA  BASE  RECORDS  OR  FILES 

In  order  to  print  you  will  need  to  open  the  DBF  that  you  intend  to  print  using  the  command: 
USE  [disk  drive] :  \  [directory]  \  [data  base  fileiiame]  <Enter> 

Establish  the  position  of  the  record  pointer  within  the  DBF  (unnecessary  if  you  will  be  printing 
the  entire  file)  by  typing  BROWSE  <Enter>  in  the  command  window.  This  will  generate 
another  window  which  displays  a  list  of  all  of  the  research  dataset  names.  By  moving  the  cursor 
through  this  list  using  the  ARROW  keys,  you  will  in  effect  be  moving  the  record  "pointer," 
which  marks  your  location  within  the  active  file.  You  may  also  accomplish  this  by  typing  GO 
[record  number]  <Enter>  to  move  the  record  pointer  directly  to  the  specified  record.  The 
following  commands  can  also  be  typed:  GO  TOP  and  GO  BOTTOM.  You  can  type  the  BROWSE 
command  to  check  the  location  of  the  record  pointer  at  any  time.  To  exit  the  dataset  name  list 
and  return  to  the  command  window,  press  the  <Esc>  (escape)  key. 

Once  you  are  using  the  DBF  you  wish  to  print,  execute  the  following  print  syntax  (in  its  simplest 
form): 

REPORT  FORM  [disk  drive] : \ [directory] \ [report  format  dataset]  TO 
PRINT  <Enter> 
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You  should  use  the  appropriate  report  format  dataset  (with  suffix  ".frx")  which  corresponds  to 
the  DBF  you  intend  to  print.  The  report  format  dataset  names  are; 

1.  MPRD.FRX  for  the  Research  Dataset  Descriptions 

2.  ANALYSIS.FRX  for  the  Research/Project  Analysis 

3.  PUBLICAT.FRX  for  the  Research/Project  Analysis  Publications 

This  command  facilitates  the  printing  of  all  records  in  the  file  or,  if  the  cursor  is  not  at  the  first 
record,  all  records  from  the  pointer  location  to  the  end  of  the  file.  In  addition  to  using  the  printer 
location,  you  may  type  the  command  NEXT  [number  of  records  ]  after  the  dataset  name 
and  before  "TO  PRINT"  to  indicate  the  number  of  records  you  want  to  print  beginning  with  the 
record  at  the  pointer  location. 

After  printing  all  or  parts  of  one  Catalog  DBF,  you  may  wish  to  stay  in  FoxPro  and  print  from 
another  Catalog  DBF.  Normally,  it  is  advisable  to  have  only  one  DBF  open  at  a  time.  To  close 
your  active  file  and  release  additional  memory,  type  one  of  the  following  commands:  CLOSE 
ALL  or  CLEAR  ALL  before  accessing  another  file. 


EXITING  THE  CATALOG  AND  FOXPRO 

Note:  Any  changes  made  to  the  Catalog  DBF,  including  edit  changes  and 

additions/deletions  of  records,  will  be  automatically  saved  as  you  exit  die  DBF?  Pending 
MPRD’s  decision  regarding  the  Catalog  maintenance  and  update  procedures,  users  are 
cautioned  against  inadvertenUy  changing  the  Catalog  data  as  they  view  the  catalog  files. 

To  exit  the  Catalog,  you  can  execute  the  menu  bar  "QUIT"  or  by  pressing  and  holding  the 
<Alt>  key  and  pressing  the  <Q>  key.  If  any  changes  have  been  made,  they  will  be  saved. 
The  cursor  will  return  to  the  command  window. 

To  exit  FoxPro,  at  the  command  window,  type  QUIT. 


^  This  assumes  that  any  changes  made  after  selecting  the  Edit  option  were  fot  lowed  by  pressing  the 
<Bnter>  key  or  moving  out  of  the  field  without  pressing  the  <Eso  key.  Pressing  the  <Bsc>  key  after 
deleting  or  adding  new  information  in  a  particular  field  will  not  save  the  changes  and  allows  retaining  the 
original  information. 
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APPENDIX  C 


MPRD  RSEARCH  DATA  BASE  CATALOG 


C-1 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME:  1986  Early  Career  Satisfaction  Suir^rey 

DATASET  ACRONYM:  ECSS 


DESCRIPTION;  Resurvey  (EDS  still  in  active  Army  files  as 

of  July  16,  1986)  of  first-term  enlisted 
personnel  to  determine  effect  of  Joint 
Optical  Information  Network  (JOIN)  on  those 
persons  exposed  to  it.  Sought  to  identify 
changes  in  the  enlistees'  attitudes  about  the 
Army,  their  careers,  and  their  future  goals. 

PARENT  DATA  BASE  NAME;  N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  MPPRTA 


DATASET  MANAGER; 


Tim  Elig 


DATASET  STRUCTURE; 


SOFTNARE/FILE  TYPE; 
OPERATING  SYSTEM; 
8AS  FORMAT  LIBRARY; 
RECORD  LENGTH; 
RECORD  FORMAT; 
NUMBER  OF  RECORDS; 
NUMBER  OF  VARIABLES; 
SORTED  BY  VARIABLES; 


SAS 

SLB 

207 

Undefined 

543 

141 


STORAGE  LOCATION  f  S )  ; 


STORAGE  MEDIA; 


Magnetic  tape 


DATA  COLLECTION 

METHOD (8);  Survey 

Extracted  from  existing  management  data 
base 


TYPE  OF  DATA;  Attitude 

YEARS (81  OF  DATA 

IV  PATAgBTl  Aug.  '86  -  Sept.  '86 

FligMi-QB 
QhhmMi  YEAR? 

LINKAGE  VARIABLES  TO 


C-2 


08/24/92 


DATASET  DESCRIPTION  SECTION 


MERGE  WITH  OTHER 
DATASETS;  SSN 

IT  99V  19  TW  DATASET 
IS  IT  ENCRYPTED?  N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 


CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 

SAMPLE  GROUP 
KEYWORDS; 


SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS; 


Attitudes,  first-term  enlistees,  JOIN, 
realistic  job  previews,  job  satisfaction, 
longitudinal  analysis,  survey  career  choice, 
career  factors,  career  perceptions,  career 
background 


543  Enlisted  Decision  Survey  (EDS)  Form  E 
respondents  still  in  active  Army  files  as  of 
July  16,  1986 


DCS PER 


GENERAL  DATA  QUALITY; 

ACCURACY;  100%  accuracy  with  written  surveys. 

COMPLETENESS;  55%  (543)  of  original  987  responded;  very  few 

survey  items  not  completed. 


KNOWN  BIAS; 

LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


DATASET  DEVELOPMENT  AND  MAINTENANCE; 

DATA  SOURCES: 

UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 

LOCATION  OF  DATASET  DOCUMENTATION: 


C-3 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  DEVELOPMENT:  1986  ECSS:  Tech.  Manual 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 

DICTIONARY:  Tim  Elig 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATE  DATASET 
LAST  USED: 


CURRENT  DATASET 
USERS: 


HOW  DATASET  IS 
BEINO  USED: 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tim  Elig 


C-4 


08/24/92 


RESEARCH  PROJECT/ANALYSIS  SECTION 


DATASET  NAME;  1986  Early  Career  satisfaction  Survey 

PROJECT  NAME; 

PURPOSE  OP  RESEARCH; 

SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR fS) ; 

BEGIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


C-5 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME;  1986  Early  Career  Satisfaction  Survey 

TITLE; 

AUTHOR/EDITOR I 
DATE; 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 


C-6 


DATASET  DESCRIPTION  SECTION 


08/24/92 


DATASET  NAME: 


1990  Army  Career  Satisfaction  Survey 


DATASET  ACRONYM: 
DESCRIPTION: 


PARENT  DATA  BASE  NAME: 


ACSS 

Provides  an  overview  of  soldiers'  attitudes, 
perceptions,  and  intentions  concerning  Army 
downsizing.  Surveyed  career  plans  and 
intentions,  advice  to  others  rejoining  Army, 
Army  experience  as  preparation  for  civilian 
jobs,  organization  commitment  and  trust, 
reaction  to  end  of  cold  war;  expectations  of 
downsizing;  sources  of  information  on 
downsizing;  personal  and  family  concerns 
regarding  involuntary  separation;  financial 
and  emotional  resources  and  needs  for 
involuntary  separation;  reactions  to  policy 
changes  specific  to  downsizing;  propensity  to 
accept  ”early-outs'' . 

N/A 


PARENT  DATA 

BASE  ACRONYM:  N/A 


TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  MPPRTA 

DATASET  MANAGER:  Tim  Elig 


DATASET  STRUCTURE: 

SOFTWARE/FILE  TYPE: 

OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 

RECORD  LENGTH: 

RECORD  FORMAT: 

NUMBER  OF  RECORDS:  17,326 

NUMBER  OF  VARIABLES: 

SORTED  BY  VARIABLES: 


STORAGE  LOCATION (S): 


STORAGE  MEDIA: 


DATA  COLLECTION 

METHOD (S) :  Survey 


TYPE  OF  DATA:  Attitude,  demographic,  career  intentions, 

financial 


C-7 


08/24/92 


DATASET  DESCRIPTION  SECTION 


YEARS (S)  OF  DATA 

IN  DATASET 1  1990 

FISCAL  OR 
CALENDAR  YEARt 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 

datasets;  ssn 

IF  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED?  N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 

CONCEPT  KEYWORDS;  Downsizing,  career  intentions,  organization 

commitiaent.  Army  experience,  attitude,  job 
satisfaction,  involuntary  separation,  world 
events 

MEASURES  KEYWORDS; 

SAMPLE  GROUP 

KEYWORDS;  Commissioned  officers  (6,997) 

Warrant  officers  (3,596) 

Enlisted  officers  (6,733) 

SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS; 


Very  "accurate  attitude  estimates  for  entire 
Army  and  relatively  small  subgroups". 

COMPLETENESS; 

KNOWN  BIAS; 

LONGITUDINAL 

CONSISTENCY; 

DATASET  CONSTRAINTS; 


GENERAL  DATA  QUALITY; 
ACCURACY; 


DATASET  DEVELOPMENT  AND  MAINTENANCE; 
DATA  SOURCES; 

UPDATE  SCHEDULE; 


DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE; 


C-8 


08/24/92 


DATASET  DESCRIPTION  SECTION 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


LOCATION  OF  DATASET  DOCUMENTATION; 

DATASET  DEVELOPMENT: 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATASET  USAGE; 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tin  Elig 


C-9 


08/24/92 


RESEARCH  PROJECT/AMALYSIS  SECTION 


DATASET  NAME!  1990  Army  Career  Satisfaction  Survey 

PROJECT  NAME; 

PURPOSE  OP  RESEARCH; 

SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR (S> ; 

BEGIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


C-10 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 

DATASET  NAME;  1990  Army  Career  Satisfaction  Survey 

TITLE; 

adthor/editor; 

date; 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 


C-11 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME: 
DATASET  ACRONYM; 
DESCRIPTION: 


PARENT  DATA  BASE  NAME: 


1990  Survey  of  High  School  Youth  and  Parents 
N/A 

Survey  of  10,000  11th  and  12th  grade  public, 
private,  and  parochial  high  school  students. 
Enlistment  propensity,  attitudes  toward  the 
Army,  post-high  school  plans,  impact  of 
changes  in  Eastern  Europe  on  military  plans. 
National  Service  Legislation  effect  on 
intent/plans,  downsizing  effect  on  plans, 
enlistment  incentives,  and  ACF  amounts. 

N/A 


PARENT  DATA 
BASE  ACRONYM: 

TECHNICAL  AREA/ 
TEAM  RESPONSIBLE: 

DATASET  MANAQER: 


N/A 

MPPRTA/Manpower  Planning  Team 
Ronald  Tiggle  as  of  4/92 


DATASET  STRUCTURE: 

SOFTNARB/FILE  TYPE:  SPSSX 

OPERATING  SYSTEN:  IBM 

SAS  TORNAT  LIBRARY:  N/A 

RECORD  LENOTH: 

RECORD  FORMAT: 

NUMBER  OF  RECORDS:  10,000 

NUMBER  OF  VARIABLES:  130 
SORTED  BY  VARIABLES:  N/A 


STORAGE  LOCATION(S):  NIH 


STORAGE  MEDIA: 


Online  dedicated  disk 
Cartridge 


DATA  COLLECTION 

METHOD(O) :  Survey 


TYPB  QF  pm; 

YEARS (B>  OF  DATA 

IM  PBTIkgBTl 

FISCAL  OR 
CALENDAR  YEAR: 


Attitude  assessment 
1990 

C 


C-12 


08/24/92 


DATASET  DESCRIPTIOH  SECTION 


LINKAGE  VARIABLES  TO 

MERGE  WITH  OTHER 

DATASETS 1  None 

IF  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED?  N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 

CONCEPT  KEYWORDS:  Propensity,  high  school  students,  graduation 

plans,  enlistment  intentions.  National 
Service,  recruitment  incentives,  enlistment 
incentives,  ACF 


MEASURES  KEYWORDS:  None 


SAMPLE  GROUP 

KEYWORDS:  11th  and  12th  grade  high  school  students  from 

450  high  schools 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS:  DSCPER,  USAREC 


GENERAL  DATA  QUALITY: 

ACCURACY:  Good 

COMPLETENESS:  Excellent 


KNOWN  BIAS:  Limited  to  people  enrolled  in  high  school 

(excludes  "dropouts") ,  possible  upper-middle 
category  skew.  Sampling  frame  was  one 
English  class  per  high  school.  Students 
still  enrolled  in  English  classes  at  those 
grades  are  typically  higher  achievers  than 
others . 


LONGITUDINAL 

CONSISTENCY:  N/A 

DATASET  CONSTRAINTS:  Inability  to  link  with  other  datasets. 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 


DATA  SOURCES:  N/A 

UPDATE  SCHEDULE:  Plan  similar  effort  in  Spring  of  1992. 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  N/A 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET:  N/A 


C-13 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LOCATION  OF  DATASET  DOCUMENTATION; 
DATASET  DEVELOPMENT:  MPPRTA 
ON-LINE  DATA 

DICTIONARY:  None 

HARD  COPY  DATA 
DICTIONARY:  MPPRTA 

ON-LINE  CODE 

DESCRIPTIONS:  None 

HARD  COPY  CODE 
DESCRIPTIONS:  MPPRTA 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  08/91 

CURRENT  DATASET 

USERS:  N/A 


HOW  DATASET  IS 

BEINO  USED:  Cost  effectiveness  of  ACF  (briefing  to 

Secretary  of  Defense) ;  APA  paper  on  youth 
attitudes  toward  milita^  before,  during, 
after  Desert  Storm;  attitude  toward  Army. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 

AUTHORIZATION:  None  required 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Ronald  Tiggle 


and 


C-14 


08/24/92 


RESEARCH  PROJECT/ANALYSIS  SECTION 


DATASET  NAME:  1990  Survey  of  High  School  Youth  and  Parents 

PROJECT  NAME; 

PURPOSE  OP  RESEARCH s 
SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 

RESPONSIBLE;  MPPRTA 

PRINCIPAL 
INVESTIGATOR <S) ; 

BEQIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


C-15 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME;  1990  Survey  of  High  School  Youth  and  Parents 

TITLE :  No  publications 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 


C-16 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME:  ACF  Master  System  File  1981-1986 

DATASET  ACRONYM;  N/A 

DESCRIPTION :  Army  College  Fund  Program  data.  Dollar 

amount  each  person  contributed  to  the 
program,  how  much  benefits  are  used,  basic 
demographic  information  of  participants. 
Data  organized  by  yearly  accession  cohorts. 


PARENT  DATA  BASE  NAME:  N/A 

PARENT  DATA 

BASE  ACRONYM;  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE i  MPPRTA 


DATASET  MANAGER i 


Abraham  Nelson;  Winnie  Young  (AIR) 


DATASET  STRUCTURE; 


SOFTWARE/FILE  TYPE: 
OPERATING  SYSTEM: 
8AS  FORMAT  LIBRIOIY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

N/A 

Undefined 
Varies  by  year 
Varies  by  year 


STORAGE  LOCATION (S);  NIH 


STORAGE  MEDIA: 


Magnetic  tapes 


DATA  COLLECTION 

METHOD (8) :  Extracted  from  existing  management  data 

base 


TYPE  OF  DATA:  Demographics,  Army  College  Fund  usage  record 


YBAR8(8)  OF  DATA 

IN  DATA8ET:  19t  -  1986 

FISCAL  OR 

CALENDAR  YEAR:  F 

LINKAGE  VARIABLES  TO 


C-17 


OC/24/92 


DATASET  DESCRIPTION  SECTION 


KEYWORDS  RELEVANT  TO  THE  DATASET; 

CONCEPT  KEYWORDS:  Army  College  Fund,  GI  Bill,  educational 

benefits.  Army  enlistment  incentive 

MEASURES  KEYWORDS:  AFQT,  SQT 

SAMPLE  GROUP 

KEYWORDS:  Population  file  of  enlisted  personnel 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS:  DCSPER 


Accurate  financial  data. 
Complete. 

N/A 

Good. 

No  constraints. 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES :  Varied  including  DMDC/EMF 

attr it ion/ re-enlistment  data.  Minimaster 
data,  DMDC  JUN91  MGIB  data  tape. 

UPDATE  SCHEDULE:  Yearly. 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  AIR  is  contracted  to  do  all  the  update  tasks. 

FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  Continue  updates  and  maintenance. 


,  V 't  W  ■.  MO  Ji  0 .  V  y  .TO  --ii « ^ 


DATASET  DEVELOPMENT:  AIR 
ON-LINE  DATA 

DICTIONARY:  NIH 


C-18 


08/24/92 


DATASET  DESCRIPTION  SECTION 


HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


MPPRTA  (Nelson) 

N/A 

N/A 


DATASET  USAGE; 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS :  Abraham  Nelson 

HOW  DATASET  IS 

BEING  USED:  Abraham  Nelson  -  Calculating  yearly  estimates 

for  the  Army  College  Fund  usage. 

SRA  -  Assessing  the  cost  effectiveness  of  the 
Army  College  Fund. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  N/A 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Abraham  Nelson,  MPPRTA 


C-19 


08/24/92 


RESEARCH  PROJECT/ANALYSIS  SECTION 


DATASET  NAME: 

PROJECT  NAME: 

PURPOSE  OF  RESEARCH; 

SPONSOR; 


ACF  Master  System  File  1981-1986 

Estimating  the  Cost  of  the  Army  College  Fund 

The  purpose  of  this  analysis  was  to  estimate 
the  present  values,  "normal  costs”,  for  the 
ACF  programs. 

DCSPER 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS;  N/A 

TECH  AREA/TEAM 

RESPONSIBLE;  MPPRG/Manpower  Planning  Team 


PRINCIPAL 
INVESTIGATOR (SI; 

BEGIN/EMD  DATES; 

POPULATION 

DESCRIPTION; 


SAMPLE  DESCRIPTION; 


Edward  Schmitz 
October  1988  - 


Fiscal  years  1981  -  1986  cohorts  of  Army 
College  Fund  participants  (those  individuals 
who  enlisted  for  the  ACF) . 

Fiscal  years  1981  -  1986  cohorts  of  Army 
College  Fund  participants  (those  individuals 
who  enlisted  for  the  ACF) . 


C-20 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME: 

ACF  Master  System  File 

1981-1986 

TITLE: 

Estimating  the  Cost  of 

the  Army  College  Fund 

AUTHOR/EDITOR: 

E.  Schmitz,  C.  Dale;  A. 

Drisko  (editor) 

DATE: 

October  1988 

REPORT  NUMBER: 

Technical  Report  818 

WORK  UNIT  NUMBER: 

H.l 

DATASET  NAME: 

ACF  Master  System  File 

1981-1986 

TITLE: 

Army  College  Fund  Cost- 

■Effectiveness  Study 

AUTHOR/EDITOR: 

D.  Smith,  P.  Hogan,  L. 

Goldberg 

DATE: 

November  1990 

REPORT  NUMBER: 

USAREC-SR-90-5 

WORK  UNIT  NUMBER: 

C-21 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DjVTAgBT  HMgi 


Adaptability  Screening  Profile  FaXing  Data 
Set 


DATASET  ACRONYM! 
DESCRIPTION t 


PARENT  DATA  BASE  NAME; 


ASP  Faking  Data  Set 

Contains  test  data  and  biographical  data  on 
1,669  Amy  soldiers  who  participated  in 
experiments  on  the  effects  of  faking  and 
coaching  on  the  Adaptability  Screening 
Profile  (ASP) . 

N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  SCTA 

DATASET  MANAGERS  Mark  Young 


DATASET  STRDCTURE; 


SOFTWARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

4137 

Undefined 

1,669 

540 

SSN 


STORAGE  LOCATION (SI:  NIH 


STORAGE  MEDIA: 


Online  dedicated  disk 


DATA  COLLECTION 

METHOD (S):  Extracted  from  existing  management  data 

base 

Test  administration 


TYPE  OP  DATA:  Test  scores,  demographic,  biodata 

YBARg(g)  9r..pm 

IM-BftMBTl  1989  ASP,EMF  current 

FISCAL  OR 
CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 


C-22 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASETS «  SSN 

IF  8SW  IS 

IS  IT  ENCRYPTED?  N 


TO  THE  DATASET; 


CONCEPT  KETNORDS: 


MEASURES  KEYNORDS: 


SAMPLE  GROUP 
KEYWORDS: 

SPONSOR, 
ORGANISATIONAL 
UNITS  KEYWORDS: 


Coaching,  faking,  biodata,  temperament, 
faking  detection,  response  distortion 

ASAP  (Armed  Services  Applicant  Profile) 
ABLE  ^Assessment  of  Background  and  Life 
Experiences) 

ASP  (Adaptability  Screening  Profile) 


New  Army  enlistees 


DMPM,  DCSPER 


GENERAL  DATA  QUALITY: 
ACCURACY: 


COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 


Good  overall.  ASVAB  composites  may  be 
incorrect  and  should  not  be  used  at  this 
time.  Also,  vari2d>les  "EDCERT"  (level  of 
education)  and  "EDYEARS"  (years  of  education) 
apply  to  the  time  a  person  signed  their 
contract.  New  variables  must  be  created 
which  apply  to  the  time  the  person  actually 
entered  active  duty. 

Per  record,  complete.  Do  not  have  all  data 
for  all  records. 

Sample  not  necessarily  representative,  but 
for  analysis,  people  randomly  assigned  to 
groups . 


EMF  -  consistent 


DATASET  CONSTRAINTS:  Complex:  several  experiments,  variables  not 

consistent  across  records 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES:  EMF,  Accessions,  ABLE 

UPDATE  SCHEDULE:  The  data  file  is  updated  quarterly  with 

selected  variables  from  the  EMF.  Also  use 
Accessions  to  update  some  variables.  Would 
like  to  add  new  data  from  the  longer  version 
of  ABLE. 


C-23 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  When  the  EMF  is  updated,  Frances  Grafton 

notifies  Mark  Young,  who  updates  the 
appropriate  variables. 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


LOCATION  OF  DATASET  DOCUMENTATION: 


DATASET  DEVELOPMENT:  Mark  Young 


ON-LINE  DATA 
DICTIONARY: 

HARO  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARO  COPY  CODE 
DESCRIPTIONS: 


SAS  Proc  Contents 

N/A 

N/A 

N/A 


DATASET  USAGE; 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORISATION: 


Mark  Young,  Len  White 


Impact  of  faking/coaching  on  test  outcomes. 
Can  we  detect  faking? 

Effects  of  faking/ coaching  on  validity  of 
test  (validity  of  predicting  attrition) 

Can  scores  be  adjusted  for  faking/coaching  to 
enhance  validity  of  test? 


SCTA,  Len  White 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Len  White,  Mark  Young 


C-24 


08/24/92 


RESEARCH  PR0JECT/AMALYSZ8  SECTION 


DATASET  NAME 8 


Adaptability  Screening  Profile  Faking  Data 
Set 


PROJECT  NAME; 


Adaptability  Screening  Profile  (ASP) 


PDRPOSB  OF  RESEARCH; 


SPONSOR: 

INSTRUMENT  CLEARANCE 
APPROVAL  numbers: 

TECH  ARBA/TBAM 
RESPONSIBLE: 

mWgIPAL 

INVESTIOATORfSI : 

BBQIN/BND  DATES; 

POPULATION 

DESCRIPTION: 


SAMPLE  DESCRIPTION; 


To  examine  the  coachability  of  the 
adaptability  screening  profile  (ASP) .  The 
ASP  consists  of  both  biodata  items  (from  the 
Armed  Services  Applicant  Profile)  and 
temperament  items  (from  the  Assessment  of 
Background  and  Life  Experiences) . 

DCS PER,  DMPM 


ARI 


SCTA 


Leonard  White 
1990  -  present 


U.S.  Army  Recruits.  Applicants  for  the  joint 
services  and  recruits. 

1,399  U.S.  Army  enlisted  recruits. 


C-25 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME:  Adaptability  Screening  Profile  Faking  Data 

Set 

TITLE;  No  publications 

author/bditor; 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 


C-26 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME: 


Annualized  cost  of  Leaving  the  Army/Career 
Management  Field 


DATASET  ACRONYM; 


ACOL.CMF 


DESCRIPTION t  A  set  of  11  files,  one  data  set  for  each  of 

11  U.S.  Army  CMFs  containing  longitudinal 
records  that  track  the  careers  of  enlisted 
persoi:nel  who  entered  the  Army  from 
1974-1987. 

In  each  data  set,  each  soldier  has  one 
accession  record  and  one  or  more  event 
record (s)  of  re-enlistment  and/or  separation. 
Extracted  from  Enlisted  Personnel  Research 
Data  Base  (EPRDB) . 


PARENT  DATA  BASE  NAME: 


Selective  Reenlistment  Bonus 


PARENT  DATA 

BASE  ACRONYM?  SRB  DATA 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  MPPRTA 


DATASET  MANAGER; 


Abraham  Nelson 


DATASET  STRUCTURE! 

SOFTNARE/TILE  TYPE: 
OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


Flat,  SAS 
IBM 

Varies:  759-1,265 
VB,  Undefined 

Varies:  187,  282,  or  377 
None 


STORAGE  LOCATION (SI:  NIH 


STORAGE  MEDIA:  MSS 

On-line  disk 


DATA  GOT.T.BgTTQM 

METHOD (8)  JL  Extract  from  Enlisted  Panel  Research 

Data  Base  (EPRDB) 


TYPE  OF  DATA:  Personnel  records  data.  Army  test  scores, 

aptitude/achievement  test  scores,  calculated 
ACOL  and  related  variables,  change  of  MOS, 
CMF  eligibility  rate. 

C-27 


08/24/92 


DATASET  DESCRIPTION  SECTION 


YEARS CS)  OF  DATA 
IN  DATASET: 

FISCAL  OR 
CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
PKTftGBTg: 

IP  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED? 


1974-1988 

F 


Matchcod 

Y 


KEYWORDS  RELEVANT  TO  THE  DATASET 
CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 

SAMPLE  GROUP 
KEYWORDS: 

SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS: 


GENERAL  DATA  QUALITY; 
ACCURACY: 
COMPLETENESS: 


KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 


DATASET  CONSTRAINTS! 


Expiration  of  term-of-service  (ETS) , 
separation,  reenlistment,  Basic  Pay,  BAQ, 
BAS,  VHA,  Retirement  Pay,  Selective 
Reenlistment  Bonuses  (SRBs) ,  Annualized  Cost 
of  Leaving  (ACOL) 

AFQT,  SQT 
Enlisted  Personnel 


DSCPER,  USAREC,  TRADOC,  DMDC,  PSRSCOM 


Accurate . 

Complete;  deleted  incomplete,  "bad  values" 
data  from  the  EPRDB. 

Additional  screening  applied  to  EPRDB. 


Longitudinal  record  by  accession  and  change 
events  (i.e.,  re-enlistment  and  separation) 
for  each  case,  not  by  years.  Same  variable 
definition  and  coding  conventions  over  the 
time  period  covered  by  the  data  set. 

Some  files  are  very  large.  (Example:  Infantry 
CMF  has  about  4 OK  records.  The  entire  data 
set  started  with  9 5 OK  records. 


DATASET  DEVELOPMENT  AND  MAIMTENANCB: 

DATA  SOURCES:  EPRDB 

Beyond  the  updates  with  FY89  and  FY90  data, 
C-28 


UPDATE  SCHEDULE: 


08/24/92 


DATASET  DESCRIPTION  SECTION 


no  additional  update  is  planned. 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  N/A 

FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  None. 


LOCATION  OF  DATASET  DOCUMENTATION: 

DATASET  DEVELOPMENT:  ARI  RP  90-04 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY:  MPPRTA 

ON-LINE  CODE 
DESCRIPTIONS: 

HARO  COPY  CODE 
DESCRIPTIONS:  MPPRTA 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 

BEING  USED:  Research  project. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORISATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 
FURTHER  INFORMATION: 


Abraham  Nelson,  MPPRTA 
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08/24/92 


RESEARCH  PROJECT/AMALySIS  SECTION 


Annualized  cost  of  Leaving  the  Army/Career 
Management  Field 

Selective  Reenlistment  Bonus  Research  (SRB) 
pro j  ect 


To  evaluate  the  magnitude  of  the  effect  of 
SRB  payments  and  other  (e.g.,  basic  pay),  and 
force  management  policy  on  reenlistment  rates 
by  skill  in  the  Army. 

DCSPER 


N/A 


MPPRG,  Officer  Career  Decisions  and 
Transition  Team 


Robert  Tinney 

Fiscal  years  1990  -  1991 


Enlisted  personnel  who  entered  the  Army 
during  1974  through  1987. 

A  25%  random  sample  of  soldiers  who  accessed 
into  the  Army  from  1974  through  1984;  100%  of 
the  accession  cohorts  from  1985  through  1988. 


C-30 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME: 

TITLE; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORE  UNIT  NUMBER; 
DATASET  NAME; 

TITLE; 

AUTHOR/EDITOR; 

PATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


Annualized  Cost  of  Leaving  the  Army/Career 
Management  Field 

The  Effects  of  Selective  Reenlistment  Bonuses, 
Part  I:  Background  and  Theoretical  Issues 

R.  W.  Tinney 

May  1991 


2301H04 

Annualized  Cost  of  Leaving  the  Army/Career 
Management  Field 

The  Effects  of  Selective  Reenlistment  Bonuses: 
Policy  Background,  Theoretical  Issues  and 
Empirical  Analysis 

R.  W.  Tinney 

December  1991 


2301H04 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  name: 
DATASET  ACRONYM: 
DESCRIPTION; 


PARENT  DATA  BASE  NAME; 


Applicants  &  Accessions  Files 
N/A 

Year-to-date  extract  data  from  the  Military 
Entrance  Processing  Reporting  System  (MEPRS) . 
Entry  information  on  all  applicants  to 
Regular  Army,  Army  Reserve,  and  Army  National 
Guard. 

N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  SCTA 


DATASET  MANAGER; 


Betty  Teevan 


DATASET  structure; 


SOFTHARE/FILE  TYPE; 
OPERATING  SYSTEM; 

SAS  FORMAT  LIBRARY; 
RECORD  LENGTH; 
RECORD  FORMAT; 
NUMBER  OF  RECORDS; 
NUMBER  OF  VARIABLES; 
SORTED  BY  VARIABLES; 


Flat  file 
IBM 

Request  from  Betty  Teevan 

1,650 

FB 


2,000  -  50,000/month 

250 

SSN 


STORAGE  LOCATION (S);  ARI 

NIH 

STORAGE  MEDIA;  Magnetic  tape 


DATA  COLLECTION 

METHOD (S) ;  Copy  of  existing  database 


TYPE  OF  DATA; 

YEARS (8)  OF  DATA 
IN  DATASET; 


Demographics,  test  scores  as  of  entry  date 
for  accessions  and  test  date  for  applicants. 
Maintain  on-line  subset  for  active  duty 
personnel  for  two  years. 


1981-1988,  1989-last  month 


FlggAt  9R 

CALgWPMUnBML  F 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


CONCEPT  KEYWORDS:  Applicants,  recent  accessions 

MEASURES  KEYWORDS:  AFQT,  ASVAB,  historical  data  on  test  scores 

for  each  applicant/accession. 

SAMPLE  GROUP 

KEYWORDS:  Components,  applicants  vs.  accessions 

SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  TRADOC,  DCSPER,  USMEPCOH,  USAREC 


LONGITUDINAL 

CONSISTENCY: 


Pretty  good. 

Pretty  good. 

Currently,  ^re-testing  done  by  recruiters. 
Recent  applicants  appear  smarter  (higher  test 
scores)  than  in  previous  years. 


Data  quality  gets  better  —  may  be  due  to 
programming  edits  rather  than  data  collection 
method  changes. 


DATASET  CONSTRAINTS:  No  special  constraints.  May  need  to  run 

several  monthly  files  of  data  to  obtain  data 
you  need. 


ENANCE: 


DATA  SOURCES: 


MEPCOM  to  USAREC  to  ARI, 


UPDATE  SCHEDULE:  Monthly. 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  Letter  Of  Agreement  with  MEPCOM  and  USAREC. 

FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  Continue  updates  and  maintenance. 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  DEVELOPMENT:  SCTA 


ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


NIH 

SCTA 

NIH 

SCTA ;  B .  Teevan 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  Mark  Young,  Frances  Grafton 

HOV  DATASET  IS 

BEING  USED:  TAS  revests  from  Pentagon.  Quick  response 

analysis  of  accession  data  by  SCTA  analysts. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  N/A 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Frances  Grafton,  Betty  Teevan 
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08/24/92 


RESEARCH  PROJECT/ANALYSIS  SECTION 

DATASET  NAME?  Applicants  «  Accessions  Piles 

PROJECT  NAME; 

PURPOSE  OF  RESEARCH; 

SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR (S) ; 

BEQIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


C-35 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME; 
TITLE I 

AUTHOR/EDITOR: 

DATES 

REPORT  NUMBERS 
WORK  UNIT  NUMBERS 


Applicants  &  Accessions  Files 

Reliability  of  Scores  for  Fiscal  Year  1981  Army 
Applicants:  Armed  Services  Vocational  Aptitude 
Battery  Forms  8,  9,  and  10 

D.  Friedman,  A.  Streicher,  H.  Wing,  F.  C.  Grafton 
1983 

RN-85-48 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAMBt 
DATASET  ACRONYM: 
DESCRIPTION? 

PARENT  DATA  BASE  NAME; 


PARENT  DATA 
BASE  ACRONYM; 

TECHNICAL  AREA/ 
TEAM  RESPONSIBLE; 


Army  At- fault  Accident  Records 
N/A 

Longitudainal  validity  sample  was  merged  with 
at-fault  accident  data  obtained  from  the  Army 
Safety  Center. 

Building  the  Career  Force,  and  Army  Safety 
Center  Records 

N/A 

SCTA 

Len  White,  Meg  Metyaf 


DATASET  STRPCTPRE; 


SOFTWARE/FILE  TYPE; 
OPERATING  SYSTEM; 

SAS  FORMAT  LIBRARY; 
RECORD  LENGTH; 
RECORD  FORMAT; 
NUMBER  OF  RECORDS; 
NUMBER  OF  VARIABLES; 
SORTED  BY  VARIABLES; 


SAS 

IBM 

WTFIARE . PROCLIB 
N/A 

Undefined 


49,500 

308 


ID  number 


STORAGE  LOCATION (S);  NIH 


STORAGE  MEDIA; 


Online  dedicated  disk 


DATA  COLLECTION 

METHOD (S) ;  Extracted  from  existing  management  data 

base 


TYPE  OF  DATA; 


Project  A  -  test  scores,  criterion  scores, 
at-fault  accident  data 


YEARS (8>  OF  DATA 

IN  DATASET;  1986-1990 

FISCAL  OR 

CALENDAR  YEAR;  F 

LINKAGE  VARIABLES  TO 

MBR9B  WITH  OTHBR 

PATRgBTPl  liROB  ID,  SSN 

C-37 


08/24/92 

DATASET  DESCRIPTION  SECTION 

IF  SSN  IS  IN  DATASET 

IS  IT  ENCRYPTED? 

Y 

DATASET: 

CONCEPT  KEYWORDS: 

Temperament,  aptitude,  spatial  ability, 
psychomotor  ability,  at-fault  accidents, 

ASVAB 

MEASURES  KEYWORDS: 

ASVAB,  ABLE,  at-fault  accidents 

SAMPLE  GROUP 

KEYWORDS: 

Army  enlisted  personnel 

SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS: 

Army  Safety  Center 

GENERAL  DATA  QUALITY: 

ACCURACY: 

Good 

COMPLETENESS: 

OK 

KNOWN  BIAS: 

None 

LONGITUDINAL 

CONSISTENCY: 

Excellent 

DATASET  CONSTRAINTS: 

If  anything,  too  many  variables. 

DATASET  DEVELOPMENT  AND 

MAINTENANCE: 

DATA  SOURCES: 

Project  A,  Army  Safety  Center 

UPDATE  SCHEDULE: 

None  to  date. 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE: 

N/A 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 

N/A 

LOCATION  OF  DATASET  DOCUMENTATION: 

DATASET  DEVELOPMENT: 

AIR,  ARI 

ON-LINE  DATA 
DICTIONARY: 

None 

HARD  COPY  DATA 
DICTIONARY: 

AIR,  ARI 

C-38 
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DATASET  DESCRIPTION  SECTION 


ON-LINE  CODE 

DESCRIPTIONS:  None 

HARD  COPT  CODE 

DESCRIPTIONS:  AIR,  ARI 


DATASET  USAQE: 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  Meg  Metyaf,  Len  White 

HOW  DATASET  IS 

BEINO  USED:  Research  project  relating  individual 

differences  to  at-fault  accident  behavior. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORISATION:  SCTA 


PROCEDURE  FOR 
OBTAININO 

AUTHORIZATION  ID:  NIH 


FILE  NAME  OR  PERSON 

T9  gPWTACT 

FURTHER  INFORMATION:  Len  White 


C-39 


08/24/92 


RESEARCH  PROJECT/ ANALYSIS  SECTION 


DATASET  NAME: 

PROJECT  NAME: 

PURPOSE  OF  RESEARCH; 


Arny  At- fault  Accident  Records 

Profiles  of  High  Accident  Risk  Personnel 

Prediction  of  accident  propensity  during 
first  term  of  enlistment 


SPONSOR; 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR <S^ ; 

BBGIM/EMD  DATES; 

PQPULftTTOE 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


Collaborative  research  between  ARI  and  Army 
Safety  Center 

N/A 

SCTA/Non-cognitive  predictor  team 

Dr.  Len  White 
N/A 

N/A 

N/A 
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08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME; 

ZIZI21 

AUTHOR/EDITOR: 

DATE: 

REPORT  NUMBER: 
WORK  UNIT  NUMBER: 


Army  At- fault  Accident  Records 

Individual  Differences  in  At-Fault  Accident 
Behavior 

M.  M.  Metyaf,  L.  A.  White 

10/91  (presented  at  meeting  of  Military  Testing 
Association 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME! 
DATASET  ACRONYM: 
DESCRIPTION: 


PARENT  DATA  BASE  NAME: 


Aray  Career  Transition  Survey 
ACTS 

Demographic,  satisfaction,  collected  from 
people  transitioning  out  of  the  Army.  Data 
are  stored  in  separate  files  for  each  quarter 
of  the  fiscal  year  (e.g.,  FY91,  quarter 
three;  FY91  quarter  four;  FY92,  quarter  one). 

N/A 


PARENT  DATA 

BASE  ACRONYM:  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  MPPRTA 

DATASET  manager:  Sue  Hay 


DATASET  STRUCTURE: 


SOFTNARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SA8  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

ACTS.FMTLIB 

242 

Undefined 


13 , 275-varies  by  qtr 
61 

Date  rec'd 


STORAGE  LOCATION (S):  ARI  PC 

NIH 

STORAGE  MEDIA:  Online  disk 


DATA  COLLECTION 

METHOD (Si:  Survey 


TYPE  QT  VKThi 

YEARS (81  OF  DATA 
IN  dataset: 

FISCAL  OR 
CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 

MgBflg.  iriCT  flTHBB 

datasets: 


Attitudinal 

May  1991  -  continuing 


SSN 


C-42 


08/24/92 


DATASET  DESCRIPTION  SECTION 


IP  88N  IS  IN  DATASET 

Ig  IT  gyCRYPTBP? 


N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 
CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 

SAMPLE  GROUP 
KEYWORDS: 

SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS: 


Transition,  job  satisfaction,  separation, 
demographic 

N/A 

All  Army  personnel 

DCSPER 


GENERAL  DATA  QUALITY: 
ACCURACY: 
COMPLETENESS: 
KNOWN  BIAS: 


Fair 

Good 

Only  covers  about  10%  of  exiting  personnel. 


LONGITUDINAL 

CONSISTENCY:  Good 

DATASET  CONSTRAINTS:  Very  large;  runs  on  PC,  but  slowly. 

Results  cannot  be  released  outside  the  Army. 


DATASET  DEVELOPMENT  AND  MAINTENANCE; 


DATA  SOURCES :  Survey 

UPDATE  SCHEDULE:  Quarterly 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  Scanned  in-house  and  new  dataset  created. 


FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  Ongoing 


LOCATIOW  OF  DATASET  DOCUMENTATION; 

DATASET  DEVELOPMENT:  In  development 
OM'LIMB  DATA 

DICTIONARY:  None 

HARO  COPY  DATA 
DICTIONARY:  None 

C-43 


08/24/92 


DATASET  DESCRIPTION  SECTION 


ON-LINE  CODE 

DESCRIPTIONS:  None 

SARD  COPY  CODE 
DESCRIPTIONS:  None 


DATS  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  Sue  Hay,  Tin  Elig 

HOW  DATASET  IS 

BEING  USED:  Quarterly  analyses  -  descriptive.  Others  as 

they  arise. 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  NIH 


Sue  Hay 


C-44 


08/24/92 


RESEARCH  PROJECT/AMALY8IS  SECTION 


PATMBT  WMff: 

PR9JBCT  WMg? 

P0RP08E  OF  research; 
gPQWgpn; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 

responsible; 

PRINCIPAL 
INVESTIGATOR (8) ; 

BEQIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


Amy  Career  Transition  survey 

Army  Career  Transition  Survey 

To  monitor  the  attitudes  of  exiting  soldiers. 

ODCSPER 

ATNC-AO-91-35 

MPPRTA 
Sue  Hay 

May  1991  -  continuing 

Soldiers  exiting  the  Army 
Soldiers  exiting  the  Army 


C->45 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


Army  career  Transition  Survey 

No  publications 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 
DATASET  ACRONYM; 
DESCRIPTION; 


PARENT  DATA  BASE  NAME; 


Army  Career  Transition  Survey  Supplement 
ACTS  Supplement 

Demographic,  satisfaction.  Survey  given  to 
people  who  are  transitioning  out  of  the  Army. 
Content  of  the  supplement  varies.  The 
current  supplement  measures  attitudes 
regarding  Desert  Shield/Desert  Storm.  Data 
are  stored  in  separate  files  for  each  quarter 
of  the  fiscal  year  (e.g.,  FY91,  quarter 
three;  FY91,  quarter  four;  FY92  quarter  one) . 

N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  MPPRTA 


DATASET  MANAGER; 


Sue  Hay 


DATASET  STRUCTURE; 


SOFTNARE/FILE  TYPE; 
OPERATING  SYSTEM; 

SAS  FORMAT  LIBRARY; 
RECORD  LENGTH; 

RECORD  FORMAT; 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

ACTS.FMTLIB 

242 

Undefined 


13 , 275-varies  by  qtr 
46 


Date  rec'd 


STORAGE  LOCATION (S);  ARI  PC 

NIH 

STORAGE  MEDIA;  Online  disk 


DATA  COLLECTION 

METHOD (S) ;  Survey 


TYPE  OF  DATA;  Attitudinal 

YEARS (S)  OF  DATA 

IN  DATASET;  May  1991  -  continuing 

FISCAL  OR 
CALENDAR  YEAR; 


C-47 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 

datasets; 

SSN 

IF  SSN  IS  IN  DATASET 

IS  IT  ENCRYPTED? 

N 

PTVTiysET; 

CONCEPT  KEYWORDS: 

Transition,  job  satisfaction,  separation, 
career  plans.  Desert  Shield,  Desert  Storm 
stop-loss,  downsizing. 

MEASURES  KEYWORDS: 

N/A 

SAMPLE  GROUP 

KEYWORDS: 

All  Army  personnel 

SPONSOR, 

ORGANI ZATIONAL 

UNITS  KEYWORDS: 

DCSPER 

GENERAL  DATA  QUALITY: 

ACCURACY: 

Fair 

COMPLETENESS: 

Good 

KNOWN  BIAS: 

Only  covers  10%  of  exiting  personnel 

LONGITUDINAL 

CONSISTENCY: 

None  -  supplement  changes  quarterly 

DATASET  CONSTRAINTS: 

Very  large;  runs  on  PC,  but  slowly. 

MAINTENANCE: 

DATA  SOURCES: 

Survey 

UPDATE  SCHEDULE: 

Quarterly 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE: 

Scanned  in-house  and  new  dataset  created. 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 

Ongoing 

LOCATION  OP  DATASET  DOCUMENTATION; 

DATASET  DEVELOPMENT: 

In  development 

ON-LINE  DATA 
DICTIONARY: 

None 

C-48 
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DATASET  DESCRIPTION  SECTION 


hard  copy  data 

DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS : 

hard  COPY  CODE 
descriptions: 


None 


None 


None 


USAGE: 

DATE  DATASET 

last  used: 


Current 


CURRENT  DATASET 
USERS: 


Sue  Hay,  Tim  Elig 


HOW  DATASET  IS 
BEING  USED: 


Quarterly  analyses  -  descriptive.  Others  as 
they  arise. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


mpprta 


NIH 


lyTT.B  NAME  OR  PERSON 
TO  CONTACT  FOR 


sue  Hay 
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08/24/92 


RESEARCH  PROJECT/ ANALYSIS  SECTION 


DATASET  NAME: 

PROJECT  NAME: 

PURPOSE  OP  RESEARCH; 
SPONSORS 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR (SI ; 

BEGIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


Army  Career  Transition  Survey  Supplement 
Army  Career  Transition  Survey 
To  monitor  the  attitudes  of  exiting  soldiers 
ODCSPER 

ATNC-AO-91-35 

MPPRTA 
Sue  Hay 

May  1991  -  continuing 

Soldiers  Exiting  the  Army 
Soldiers  Exiting  the  Army 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 

DATASET  NAME;  Army  Career  Transition  survey  Supplement 

TITLE;  No  publications 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME: 


Army  Communications  Objectives  Measurement 
System 


DATASET  ACRONYM;  ACOMS 


DESCRIPTION;  Data  from  a  multi-year  survey  of  nationally 

representative  samples  of  16  to  24  year  old 
youths  and  their  parents  on  their 
perceptions,  attitudes,  and  behaviors  about 
Army  advertising. 

PARENT  DATA  BASE  NAME;  N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  MPPRTA 

DATASET  MANAGER;  Tim  Elig 


DATASET  STRUCTURE; 


SOFTNARE/FILE  TYPE; 
OPERATING  SYSTEM; 
8A8  FORMAT  LIBRARY; 
RECORD  LENGTH; 
RECORD  FORMAT; 
NUMBER  OF  RECORDS; 
NUMBER  OF  VARIABLES; 
SORTED  BY  VARIABLES; 


SAS 

IBM 


Undefined 
-  770 


STORAGE  LOCATION f 8);  NIH 


STORAGE  MEDIA; 


Magnetic  tppe 


DATA  COLLECTION 

METHOD C8) ;  Survey  (computer  assisted  telephone  CATI 

interviews) 

Interview 

Attitude  assessment 


TYPE  OF  data; 


YEARS (HI  OF  DATA 
IN  DATASET; 


Attitudes,  perceptions,  and  self-reported 
behaviors  of  16-24  year  old  youths  regarding 
Army  advertising;  education  and  employinent, 
knowledge/recall  of  advertising  materials; 
demographics;  media  habits;  social  influences 
re-enl istment 


Oct.  '86  -  Dec.  '87 
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DATASET  DESCRIPTION  SECTION 


FISCAL  OR 
CALENDAR  YEAR: 


LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
DATASETS: 


IF  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED? 


C 

CASEID 

N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 

CONCEPT  KEYWORDS:  Army  advertising,  recruiting,  CATI, 

longitudinal  survey 

MEASURES  KEYWORDS: 

SAMPLE  GROUP 

KEYWORDS:  16  to  24  year  old  youths  and  parents 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS:  TRADOC,  DCSPER,  USAREC 


GENERAL  DATA  QUALITY: 

ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY:  Data/variable  changes  over  time  are 

documented  in  the  User  Manual. 

DATASET  CONSTRAINTS:  Caution  to  analysts:  Analysis  plan  needs  to 

take  into  account  the  computer  sampling 
design  used  for  the  survey  to  avoid  incorrect 
results.  (See  User  Manual  for  guidance  on 
this  issue) . 


DATASET  DB^LQPilBMT  AMD  MAINTENANCE; 

DATA  SOURCES:  CATI  Survey  conducted  by  ARI  (WESTAT)  from 

October  1986  to  December  1987 


UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 
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DATASET  DESCRIPTION  SECTION 


LOCATION  OF  DATASET  DOCUMENTATION; 

DATASET  DEVELOPMENT:  HPPRTA 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 

DICTIONARY:  MPPRTA 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS:  MPPRTA 


DATASET  USAGE: 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tim  Elig 


C-54 


08/24/92 


RESEARCH  PROJECT/ANALYSIS  SECTION 


DATASET  NAME: 

PROJECT  fflMgs 


Arny  Communications  Objectives  Measurement 
System 

Army  Communications  Objectives  Management 
System  (ACOMS) 


PURPOSE  OP  RESEARCH;  To  collect  data  from  nationally 

representative  samples  of  American  youth  and 
their  parents  on  perceptions.,  attitudes,  and 
behaviors  relative  to  Army  advertising. 

ACOMS  objectives  are:  to  assess  the 
effectiveness  of  Army  advertising,  to  assess 
the  advertising  strategy  in  an  integrated 
framework,  and  to  support  management  and 
planning  of  future  advertising  strategy. 

SPONSOR i  DCSPER,  USAREC 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS;  N/A 

TECH  AREA/TEAM 

RESPONSIBLE »  MPPRG 


PRINCIPAL 

INVESTIGATOR (8) t  Timothy  Elig 

BEGIN/END  DATES:  Planning  began  in  1984.  Data  collection:  Oct. 

1986~Dec.  1987 


POPULATION 

DESCRIPTION:  Population  consists  of  16-24  year  olds  living 

in  the  contiguous  48  states,  having  no  prior 
military  service  nor  contractual  commitment 
to  service,  not  institutionalized,  not 
graduates  of  four-year  colleges. 


SAMPLE  DESCRIPTION:  Male  and  female  samples.  Samples  by 

educational  levels.  ACOMS  prlma^  seunple  - 
those  expected  to  be  able  to  enlist  in  the 
military  in  the  priority  education  group 
(Tier  1) .  Secondary  sample  -  ABE 
certificate,  GED  certificate  holders  (Tier 
2) .  Tier  3  -  no  high  school  diploma,  ABE,  or 
GED  and  not  attending  high  school  or  college. 
Additional  analysis  samples:  Primary  Male 
Analytic  Sample  (PMAS)  -  minus  two-year 
college,  and  high  school  job-track  students 
(ROTC  pool) .  College  Influence  Group  - 
four-year  college  juniors  and  seniors 
(males) . 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


mmi 

title; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 

TITLE; 

author/editor; 

DATE; 


WORK  UNIT  number; 
DATASET  name; 

title; 

author/editor; 

DATE; 

BEEQBT-HBMBBRl 
WORK  UNIT  NUMBER; 
DATASET  NAME; 

TITLE; 

hSSSSE/SBlSQEL 


Amy  Commiui cations  Objectives  Measurement 
System 

The  Army  Communications  Objectives  Measurement 
System  (ACOMS) :  Parental  Users'  Manual 

Westat,  Inc. 

1988 

Research  Product  88-07 


Amy  Communications  Objectives  Measurement 
System 

Belief,  Attitude,  Intention  and  Behavior:  An 
Introduction  to  Theory  and  Research 

M.  Fishbein,  I.  Azjen 

1975 


Amy  Communications  Objectives  Measurement 
System 

The  Army  Communications  Objectives  Measurement 
System  (ACOMS) :  Survey  and  Analysis  Plan 

G.  H.  Gaertner,  T.  W.  Elig  (editors) 


1988 

Technical  Report  786 


Amy  Communications  Objectives  Measurement 
System 

The  Army  Communications  Objectives  Measurement 
System  (ACOMS) :  Quarterly  Reports 

G.  H.  Gaertner,  V.  F.  Nieva,  T.  W.  Elig,  M.  E. 
Bendedict 


pate;  1988 

REPORT  NUMBER;  Research  Product  88-04 

WORK  UNIT  NUMBER; 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET 


1. 


title: 

author/editor; 


date; 

REPORT  NUMBER; 
WORK  UNIT  NUMBERS 
DATASET  name; 


titlb; 

author/editor; 

date; 

report  ITOMBER; 
WORK  unit  NUMBER; 
PATAgBT  BAlffiS. 

TITWl 


Army  Communications  Objectives  Measurement 
System 

The  Army  Communications  Objectives  Measurement 
System  (ACOMS) :  Survey  Design 

L.  Mohadjer,  J.  Waksberg;  V.  F.  Nieva,  T.  W.  Elig 
(editors) 

1988 

Technical  Report  785 


Army  Communications  Objectives  Measurement 
System 

The  Army  Communications  Objectives  Measurement 
System  (ACOMS) :  Survey  Methods 

V.  F.  Nieva,  M.  D.  Rhoads,  T.  W.  Elig  (editors) 

1988 

Technical  Report  787 


Army  Communications  Objectives  Measurement 
System 

Youth  Attitude  Tracking  Study  II:  Supplementary 
Tabulations  of  Data  Collected  in  the  Fall,  1986 


AUTHOR/EDITOR; 

DATE; 

RBP9RT  WWBBR; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 


ZIZULL 


Research  Triangle  Institute 
1987 

Contract  No.  MDA903-86-C-0066 

Army  Communications  Objectives  Measurement 
System 

USAREC  Recruiter  Journal,  40(9) 


ADTWOR/gPITQ&l 

CAZfil 

REPORT  HUMBER; 
WORK  UNIT  NUMBER: 


F.  Reynolds 
September  11,  1987 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAMES 

TITLED 

author/editor; 

DATE? 

REPORT  NUMBER? 
WORK  UNIT  NUMBER? 
DATASET  name: 

TITLE: 

AUTHOR/EDITOR: 


Army  communications  Objectives  Measurement 
System 

The  1986/87  Army  Communications  Objectives 
Measurement  System:  Supplementary  Tabulations  of 
Enlisted  Markets 

M.  D.  Rhoads,  T.  W.  Elig,  R.  L.  McEntire,  E.  Hoke 


1988 

Research  Product  88-05 


Army  Communications  Objectives  Measurement 
System 

The  Army  Communications  Objectives  Measurement 
System  (ACOHS) :  Annual  Report,  School  Year  86/87 

V.  F.  Nieva,  G.  H.  Gaertner,  T.  W.  Elig,  M.  E. 
Benedict  eds. 


DATE:  1988 

REPORT  NUMBER:  Technical  Report  784 

WORK  UNIT  NUMBER; 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME:  Army  Experience  Survey 

DATASET  ACRONYM;  AES 

pgSgRXPTIQW;  Assesses  the  characteristics,  motivations 

behind  enlistment  and  separation,  attitudes 
and  experiences  of  former  soldiers, 
information  on  Army  veterans. 


PARENT  DATA  BASE  NAME;  N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 

TECgyijpMf  KRBK/ 

TEAM  RESPONSIBLE;  MPPRTA 

DATASET  MANAGER:  Tim  Elig 


DATASET  STRUCTPREi 

SOFTWARE/FILE  TYPE:  SAS 

OPERATING  SYSTEM:  IBM  OS 

SAS  FORMAT  LIBRARY: 

RECORD  LENGTH: 

RECORD  FORMAT:  Undefined 

NUMBER  OF  RECORDS: 

NUMBER  OF  VARIABLES: 

SORTED  BY  VARIABLES: 


STORAGE  LOCATION CS):  NIH 


STORAGE  MEDIA: 


DATA  COLLECTION 

METHOD (S) :  Survey 

Interview 

Extracted  from  existing  management  data 
base  (loss  files  from  EMF) 


TYPE  OF  DATA: 

YEARS (S>  OF  DATA 
IW  PATMITI 

f IfifiMi  PR 
CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
DATASETS: 


Personnel  -  loss  files  from  EMF;  survey 
1982-1984 

F 
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DATASET  DESCRIPTION  SECTION 


IP  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED?  N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 


CONCEPT  KEYWORDS:  1985  Army  Experience  Survey,  first-tetm 

separatees,  first-term  attritees,  mid-career 
separatees,  enlisted  retirees,  sample 
weighting,  survey  methodology.  Veterans, 
Veterans'  attitudes.  Veterans'  experiences 

MEASURES  KEYWORDS:  Army  Experience  Survey  (mail  and  telephone 

versions) 


SAMPLE  GROUP 

KEYWORDS:  First-term  separatees,  first-term  attritees, 

soldiers  who  served  more  than  one  1  but 
less  than  ten  years,  soldiers  who  served  ten 
years  or  more  but  not  retired,  retirees 

SPONSOR, 

ORGANIZATIONAL 
UNITS  KEYWORDS: 


GENERAL  DATA  QUALITY: 
ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 


91%  inter-rater  reliability  for  open-ended 
questions . 

79%  sample  find  rate  -  50%  of  sample 
completed  survey  (63%  of  those  found) . 

Opinions/attitudes  of  Veterans  who  responded 
may  differ  from  those  who  did  not  respond. 


DATASET  CONSTRAINTS: 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES: 

UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 

FUTURE  MAINTENANCE 
FLAMS  FOR  DATASET: 


LOCATION  OF  DATASET  DOCUMENTATION: 
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DATASET  DESCRIPTION  SECTION 


DATASET  DEVELOPNENT:  AES  User's  Manual 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 

DICTIONARY:  HPPRTA/AES  User's  Manual 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 

DESCRIPTIONS:  MPPRTA/AES  User's  Manual 


DATASET  USAGE: 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION;  Tim  Elig 


C-61 


RESEARCH  RROJECT/ANALYSIS  SECTION 


DATASET  NAME:  Army  Experience  Survey 

PROJECT  NAME: 

PURPOSE  OF  RESEARCH; 

SPONSOR; 


INSTRUNENT  CLEARANCE 
APPROVAL  numbers; 


TECH  AREA/TEAM 
RESPONSIBLE; 


INVESTIGATOR (S) ; 
BEGIN/ENP  DATES; 


POPULATION 

PEgCRIPTTOKi 


DEBCRIPTION; 


08/24/92 


C-62 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME;  Army  Experience  Survey 

TITLE: 

author/bditor: 

BMBI 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 


Army  Family  Research  Progr2Uii  -  Family  Service 
Providers 


DATASET  ACRONYM: 
DESCRIPTION? 


PARENT  DATA  BASE  NAME: 


AFRP  -  Family  Service 

Family  programs  and  their  effect  on 
supporting  individual  readiness  and 
retention,  adaptation  to  Army  life, 
commitment  to  the  Army. 

N/A 


PARENT  DATA 
BASE  ACRONYM; 

TECHNICAL  AREA/ 
TEAM  RESPONSIBLE; 

DATASET  MANAGER; 


N/A 

LPOCTA/Family  Team 
Ron  Tiggle 


DATASET  STRDCTURE; 


SOFTNARE/FILE  TYPE: 

SAS 

OPERATING  SYSTEM: 

IBM 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 

1,888 

RECORD  FORMAT: 

Undefined 

NUMBER  OF  RECORDS: 

33 

NUMBER  OF  VARIABLES: 

236 

SORTED  BY  VARIABLES: 

RFSUWGT 

STORAGE  LOCATION (S>: 

ARI  PC 

NIH 

STORAGE  MEDIA: 

Magnetic  tape 
Floppy  disk 

DATA  COLLECTION 

METHOD <8): 

Survey 

TYPE  OF  DATA; 


YEARS (8)  OF  DATA 
IN  DATASET; 

FISCAL  OR 
CALgHPAR-YgAR? 

LINKAGE  VARIABLES  TO 
MgR«  WITg-9THgR 


Program,  satisfaction,  opinion,  family, 
service 

1989 

C 
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DATASET  DESCRIPTION  SECTION 


DATASETS: 


XSPF 


■  IM>ia  Juiii 


CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 

SAMPLE  GROUP 
KEYWORDS: 


SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS: 


Family  service,  career,  retention,  readiness, 
commitment,  community 

Ratings  of  services 


Units  of  soldiers  in  AFRP  -  Soldier  sample 
group 


Community  and  Family  Service  Center  (CFSC) 


ACCURACY: 
COMPLETENESS: 
KNOWN  BIAS: 


High 

Very  complete 


None 


LONGITUDINAL 

CONSISTENCY:  N/A 

DATASET  CONSTRAINTS:  None 


DATA  SOURCES: 
UPDATE  SCHEDULE: 


Survey 

None 


DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 


None 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


None 


K'W.V  4  «  mo  m  O.V 


DATASET  DEVELOPMENT:  Ron  Tiggle,  LPOCTA 


ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY: 


SAS  Proc  Contents 

Ron  Tiggle 
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DATASET  DESCRIPTION  SECTION 


ON-LINE  CODE 

DESCRIPTIONS:  None 

HARD  COPY  CODE 

DESCRIPTIONS:  Ron  Tlggle 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  LPOCTA,  Family  Team 

HOW  DATASET  IS 

BEING  USED:  Analyses  are  being  done  to  provide  CFSC  with 

information  on  the  effectiveness  of  family 
services. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORISATION:  LPOCTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  M/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Ron  Tiggle,  MPPRTA 
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RESEARCH  PROJECT/AMALYSIS  SECTION 


PMMflTJtailSl 


Army  Family  Research  Program  -  Family  Service 
Providers 


PROJECT  NAME; 


AFRP  -  Family  Service  Providers  Research 


PURPOSE  OP  RESEARCH;  The  Army  Family  Research  Program  (AFRP)  is  a 

five-year  integrated  research  program 
initiated  in  November  1986  in  response  to 
research  mandated  by  both  the  CSA  White 
Paper,  1983:  The  Army  Family  and  The  Army 
Feunily  Action  Plans  (1984-1989) .  The 
objective  of  the  research  is  to  support  the 
Army  Family  Action  Plans  and  assist  Army 
family  programs  and  policies  by  (1) 
determining  the  demographic  characteristics 
of  Army  families,  (2)  identifying  motivators 
and  detractors  to  soldiers  remaining  in  the 
Army,  (3)  developing  pilot  programs  to 
improve  family  adaptation  to  Army  life,  and 
H)  increasing  operational  readiness. 


SPONSOR;  CFSC 

INSTRUMENT  CLEARANCE 

APPROVAL  numbers;  ATNC-AO-89-10G 


TECH  AREA/TEAM 
BBSPQNSiBLg? 


PRINCIPAL 
INVESTIGATOR fS) ; 

BEGIN/END  DATES; 

POPULATION 

BggsmPTiQy? 

fiMiSMS  JBBfigBJgTlON; 


Leadership,  Personnel  and  Organizational 
Change  Tech  Area 


Bruce  Bell 
1986  -  1992 


N/A 

A  sample  of  family  service  providers  who 
evaluated  family  support  facilities  at  the 
installation  visited. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 

DATASET  NAME;  Amy  Family  Researcb  Progrzun  -  Family  Service 

Providers 

TITLE; 

AUTHOR/BDITOR; 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 
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DATASET  DESCRIPTION  SECTION 


DATASET  name; 

DATASET  acronym: 
PJggRIPTIQH; 


PARENT  DATA  BASE  NAME: 

PARENT  DATA 
BASE  ACRONYM; 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE: 

DATASET  MANAGERS 


Army  Family  Research  Program  -  Installation 
and  Community  Characteristics  Inventory 

AFRP  -  ICCI 

Information  on  installations  and  military 
communities  such  as  number  and  type  of  units, 
personnel  census,  job  and  cultural 
opportunities,  housing,  dependents,  family, 
community  (surrounding  area) . 

N/A 


N/A 


LPOCTA/Family  Strength  and  Community 
Ron  Tiggle 


DATASET  STRUCTURE: 


SOFTHARE/FILE  TYPE:  SAS 

OPERATING  SYSTEM:  IBM 

SAS  FORMAT  LIBRARY: 

RECORD  LENGTH:  458 

RECORD  FORMAT:  Undefined 

NUMBER  OF  RECORDS:  38 


NUMBER  OF  VARIABLES:  98 
SORTED  BY  VARIABLES: 


STORAGE  LOCATION (81:  ARI  PC 

NIH 


gTQBASg  IfgPTA? 


Magnetic  tape 


DATA  COLLECTION 

METHOD (8> :  Survey 


TYPE  OF  DATA:  Community,  descriptive,  census,  family 

programs 

jQSMftigl  OF  DMM 
IM-PAIMBT.I  1989 

QR 


08/24/92 


DATASET  DESCRIPTION  SECTION 


IfBRW  WTTB  OTHgy 

DATASETS t 

None 

If  sm.  IS  IV  PATftggT 

IS  IT  ENCRYPTED? 

N 

DATASET: 

CONCEPT  KEYWORDS: 

Community  characteristics,  installation, 
unit,  family,  programs,  retention,  readiness 

MEASURES  KEYWORDS: 

SAMPLE  GROUP 

KEYWORDS: 

Installations  and  military  communities  of 
soldiers  in  AFRP  -  Soldier  respondent  group. 

SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS: 

Community  and  Family  Service  Center  (CFSC) 

gBIfBRRL  PATA  QWtlTll 

ACCURACY: 

High 

COMPLETENESS: 

Veiry  complete 

KNOWN  bias: 

None 

LONGITUDINAL 

CONSISTENCY: 

N/A 

DATASET  CONSTRAINTS: 

Data  set  is  small,  niunber  of  records  =  38. 

DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES: 

Survey 

UPDATE  SCHEDULE: 

None 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE: 

None 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 

None 

LOCATION  OF  DATASET  DOCUMENTATION: 

DATASET  DEVELOPMENT: 

Ron  Tiggle,  LPOCTA 

ON-LINE  DATA 
DICTIONARY: 

SAS  Contents 

HARO  COPY  DATA 

C-70 

08/24/92 


DATASET  DESCRIPTION  SECTION 


DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODS 
DESCRIPTIONS: 


DATASET  USAGE; 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 


Ron  Tiggle 
None 

Ron  Tiggle 

Current 

LPOCTA,  Family  Team 
Research  project 

LPOCTA 

N/A 


Ron  Tiggle ,  LPOCTA 


08/24/92 


XUB8EARCH  PROJECT/AHALYSIS  SECTION 


DATASET  NMfEt 

PROJECT  NAMES 

PURPOSE  OP  RESEARCH; 


Army  Family  Research  Program  -  Installation 
and  Community  Characteristics  Inventory 

AFRP  -  Installation  and  Coimnunity 
Characteristics  Inventory  Research 

The  Army  Family  Research  Program  (AFRP)  is  a 
five-year  integrated  research  program 
initiated  in  November  1986  in  response  to 
research  mandated  by  both  the  CSA  White 
Paper,  1983:  The  Army  Family  and  The  Army 
Family  Action  Plans  (1984-1989) .  The 
objective  of  the  research  is  to  support  the 
Army  Family  Action  Plans  and  assist  Army 
family  programs  and  policies  by  (1) 
determining  the  demographic  characteristics 
of  Army  families,  (2)  identifying  motivators 
and  detractors  to  soldiers  remaining  in  the 
Army,  (3)  developing  pilot  programs  to 
improve  family  adaptation  to  Army  life,  and 
(4)  increasing  operational  readiness.  This 
survey  focused  on  the  installation  and 
community  characteristics  of  enlisted  and 
officer  personnel. 


SPONSOR: 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 

TECH  AREA/TEAM 
RESPONSIBLE: 


PRINCIPAL 
INVESTIGATOR (S) : 

BEGIN/END  DATES: 

POPULATION 

DESCRIPTION; 


SAMPLE  DESCRIPTION: 


CFSC 

ATNC-AO-89-10F 

Leadership,  Personnel  and  Organizational 
Change  Tech  Area 

Bruce  Bell 
1986  -  1992 


C-72 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

T  NAME:  Army  Family  Research  Progrzun  -  Installation 

and  Community  Characteristics  inventory 


/EDITOR; 

NUMBER; 

MIT  NUMBER; 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME: 

DATASET  ACRONYM; 
DESCRIPTION; 

PARENT  DATA  BASE  NAME; 

PARENT  DATA 
BASE  ACRONYM; 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE; 

DATASET  MANAGER; 


Army  Family  Research  Program  -  Soldiers 
AFRP  -  Soldiers 

Role  of  family  in  retention,  readiness, 
sense  of  community 

N/A 

N/A 

LPOCTA/Family  Team 
Ron  Tiggle 


DATASET  STRUCTURE; 


80FT1IARE/FILE  TYPE: 
OPERATING  SYSTEM; 

8AS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS; 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

WTFE. FORMATS 
2105 

Undefined 


11,039 

839 

FSSTRAT,  XFSU 


STORAGE  LOCATION fS^;  ARI  PC 

NIH 


STORAGE  MEDIA;  Magnetic  tape 

Online  disk 
SAS  PC 

DATA  COLLECTION 

METHOD (S> ;  Survey 


TYPE  OF  data: 


ygftBg(g)  Qg 
IH  .PATAgBTl 

F.I5gMi-9R 

CALENDAR  YEAR; 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
pmgBTg? 


Attitude,  demographic,  career,  family, 
employment 

1989 

C 

XID 


IF  ggW  yg  ?W..£RT&gET 


and 


C-74 


08/24/92 


DATASET  DESCRIPTION  SECTION 


IS  IT  ENCRYPTED?  N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 


CONCEPT  KEYWORDS:  Family,  children,  retention,  commitment, 

readiness,  community,  career  decision, 
coping,  adjustment,  separation,  deployment 

MEASURES  KEYWORDS:  Survey,  opinions 


SAMPLE  GROUP 

KEYWORDS:  Active  duty  U.S.  Army  personnel  (2/89  - 

12/89)  in  pay  grade  levels  E2-06,  not 
detached  from  units,  assigned  3  mos.  to 
nonclassified  operational  unit  with  21(+) 
active  duty  personnel,  stationed  within  50 
miles  of  installation  where  at  least  l,000(+} 
active  duty  personnel  are  assigned. 

SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  Community  and  Family  Support  Center  (CFSC) 


GENERAL  DATA  QUALITY: 

ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


High 

Very  complete 
None 

N/A 

None 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 


DATA  SOURCES: 


UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


Survey  of  soldiers, 
soldiers,  soldiers' 

None 

N/A 

N/A 


supervisor  ratings  of 
ratings  of  units 


LOCATION  OF  DATASET  DOCUMENTATION: 

DATASET  DEVELOPMENT:  Ron  Tiggle,  LPOCTA 
ON-LINE  DATA 


C-75 


08/24/92 


DATASET  DE8CRIPTIOH  SECTION 


DICTIONARY: 


SAS  Contents 


HARD  COPY  DATA 

DICTIONARY:  Ron  Tiggle 

ON-LINE  CODE 

DESCRIPTIONS:  None 


HARD  COPY  CODE 

DESCRIPTIONS:  Ron  Tiggle 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  ARI:  LPOCTA,  RTI,  HUMRRO 

HOW  DATASET  IS 

BEING  USED:  Data  are  being  used  to  write  reports  on 

soldier  and  family  community  factors, 
adaptation  to  the  Army,  family  factors 
impacting  on  readiness  and  retention,  and 
service  utilization. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  LPOCTA 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 
FURTHER  INFORMATION: 


Ron  Tiggle,  MPPRTA 


C-76 


08/24/92 


RESEARCH  PROJECT/AHALYSIS  SECTION 


DATASET  NAME;  Army  Family  Researcb  Program  -  Soldiers 

PROJECT  NAMES  AFRP  -  Soldiers  Research 


PURPOSE  OF  RESEARCH;  The  Army  Family  Research  Program  (AFRP)  is  a 

five-year  integrated  research  program 
initiated  in  November  1986  in  response  to 
research  mandated  by  both  the  CSA  White 
Paper,  1983:  The  Army  Family  and  The  Army 
Family  Action  Plans  (1984-1989) .  The 
objective  of  the  research  is  to  support  the 
Army  Family  Action  Plans  and  assist  Army 
family  programs  and  policies  by  (i) 
determining  the  demographic  characteristics 
of  Army  families,  (2)  identifying  motivators 
and  detractors  to  soldiers  remaining  in  the 
Army,  (3)  developing  pilot  programs  to 
improve  family  adaptation  to  Army  life,  and 
(4)  increasing  operational  readiness.  This 
file  provides  demographic  and  other  survey 
data  on  soldiers'  attitudes  toward  a  variety 
of  aspects  of  Army  life. 


SPONSOR; 


CFSC 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 

REgpQysiHLg; 


PRINCIPAL 
INVESTIGATOR (S) ; 

BBGIN/END  DATES: 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


ATNC-AO-89-10A 


Leadership,  Personnel  and  Organizational 
Change  Tech  Area 


Bruce  Bell 
1986  -  1992 


Army  enlisted  and  officer  personnel. 

A  stratified  cluster  sample  of  officer  and 
enlisted  personnel. 


C-77 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME; 
TITLE; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 

AUTHOR/EDITOR; 

DATE; 

ygPQRT  OTMBBRI 

P&TA8BT 

TITLE; 

AtTTHQP/BPITQB? 

PATE; 

REPORT  number; 
WORK  UNIT  NUMBER; 
PATAPBT  MAMB; 

TITLE; 

author/bditor; 

pate; 

REPORT  NUMBER; 


Army  Family  Research  Program  -  Soldiers 

The  Influence  of  Family  Factors  on  the  Retention 
Decision  Making  Process  of  Military  Members 

6.  L.  Bowen 

1990 

Research  Note  90-111 


Army  Family  Research  Program  -  Soldiers 

Family  Patterns  and  Adaptation  in  the  Army 

G.  L.  Bowen,  D.  K.  Orthner,  L.  I.  Zimmerman,  T. 
Meehan 

In  process 

Technical  Report 


Army  Family  Research  Program  •  Soldiers 

Soldier  Survey  Data  Book 
M.  Brinkley,  T.  Gabel,  L.  Tastet 
In  process 
Technical  Report 


Army  Family  Research  Program  -  Soldiers 

1989  AFRP  Soldier  and  Family  Survey  —  Soldier 
Data  File  Codebook 

M.  Brinkley,  T.  Gabel,  L.  Bunch,  L.  Tastet 
1991 

Research  Product  91-19 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME:  Army  Family  Research  Program  -  Soldiers 

TITLE  s  Family  Separations  in  the  Army 

ADTHOR/EDlTORi  K.  W.  Coolbaugh,  A.  Rosenthal 

PITS;  In  process 

REPORT  NU  MBERt  Technical  Report 


SISS£L 


DATES 


•j  i  LV  ei  ;L*i  x 4 ; 


Army  Family  Research  Program  -  Soldiers 

Fcimily  Adjustment  to  Relocation 

G.  M.  Groan,  C.  T.  LeVine,  D.  A.  Blankinship 

In  process 

Technical  Report 


ZlZLfil. 


If -i  «  au  X  -i; 


Army  Family  Research  Program  -  Soldiers 

Army  Community  Support  Programs:  Needs  and  Access 
Among  Azmy  Families 

P.  Devine,  S.  Bullman,  M.  Gast< 

In  process 

Technical  Report 


XZZIAl 


cmi 


Army  Family  Research  Program  •  Soldiers 

Unit  Demands  and  Soldiers  and  Families 
J.  D.  Griffith,  R.  Helms 
In  progress 
Technical  Report 


08/24/92 


PUBLICATIONS  RELATED  TO  TEE  RESEARCH  PROJECT/ANALYSIS 


PATMBT 

TITLE: 

author/bditor; 

date; 

RgPQBg  KPWggR:. 
WORK  UNIT  number: 
PATAPBT  HAMB: 
TITLE: 

AUTHOR/EDITOR; 

PATEl 

RBPOBT  WPWBPB: 
WORK  UNIT  NUMBER: 
DATASET  NAME: 
TITLE: 


AUTHOR/EDITOR: 

DATE: 

REPORT  NUMBER; 
WORK  UNIT  NUMBER: 
DATASET  NAME: 
TITLE: 


AUTHOR/EDITOR: 

BBPQ&T  gPHBBR?. 
WORK  UNIT  NUMBER: 


Army  Family  Research  Program  -  Soldiers 

Report  on  Retention  Decision  Process 
J.  D.  Griffith,  S.  H.  Rakoff 
In  process 
Technical  Report 

Army  Family  Research  Program  -  Soldiers 

Family  and  Other  Impacts  on  Retention 
J.  D.  Griffith,  S.  H.  Rakoff,  R.  F.  Helms 
In  process 
Technical  Report 

Army  Family  Research  Program  -  Soldiers 

The  Army  Family  Research  Program:  Sampling  Plan 
for  the  Core  Research  Effort 

V.  G.  lannacchione 

1990 

Research  Note  90-64 

Army  Family  Research  Program  -  soldiers 

Analyzing  and  Adjusting  for  Nonresponse  to  the 
AFRP  Spouse  Survey 

V.  G.  lannacchione 

1991 

Technical  Report  940 


C-80 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME; 
TITLE: 

AVTgQH/BPITPR? 

PATB? 

REPORT  NUMBER: 


WQiqc  TOIT 


aiL^i 


er: 


DATASET  NAME: 


TITLE: 


AUTHOR/EDITOR: 

DATE: 

REPORT  NUMBER: 
WORK  UNIT  NUMBER: 
PATMgT-WMfgS. 
XXILKS. 

author/bditor; 


REPORT  NUMBER: 
WORK  UNIT  NUMBER; 

PftT&8B!g-KMiBS 

Z1ZI£1 


APTHPR/BPITQK? 

date: 


WBPQRT  yWffiPK? 

WORK  UNIT  NUMBER: 


Army  Family  Research  Program  -  Soldiers 

Sampling  Weights  for  the  AFRP  Core  Research  Effort 
V.  G.  lannacchione,  J.  G.  Milne 
In  process 
Technical  Report 

Army  Family  Research  Program  -  Soldiers 

Definition  and  Measures  of  Individual  and  Unit 
Readiness  and  Family  Phenomena  Affecting  It 

M.  M.  Krai  j ,  R.  Sadacca,  C.  H.  Campbell,  M.  Kimmel 

1991 

Research  Note  91-32 

Army  Family  Research  Program  -  Soldiers 

Young  Single  Soldiers  and  Relationships 

D.  K.  Orthner,  G.  L.  Bowen,  L.  I.  Zimmerman,  K. 
Short 

In  process 

Technical  Report 

Army  Family  Research  Program  -  soldiers 

Development  of  a  Measure  of  Family  Adaptation  to 
the  Army 

D.  K.  Orthner,  L.  I.  Zimmerman,  G.  L.  Bowen 
1991 

Technical  Report  925 


C-81 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


title » 


ZXXLfil 


Army  Family  Research  Program  -  Soldiers 

Analysis  of  Army  Family  Research  Program  Measures 
of  Individual  Readiness 

R.  Sadacca,  A.  DiFazio 

1991 

Technical  Report  932 

Army  Family  Research  Program  -  Soldiers 

Preliminary  Analysis  of  the  Impact  of  Army  and 
Family  Factors  on  Individual  Readiness 

R.  Sadacca,  C.  Stawarski,  A.  DiFazio 

In  process 

Technical  Report 

Army  Family  Research  Program  -  Soldiers 

Analysis  of  Army  Family  Research  program  Measures 
of  Unit  Readiness 

R.  Sadacca,  A.  DiFazio 

In  process 

Technical  Report 


C-82 


08/24/92 


DATASET  DESCRIPTION  SECTION 


patabbt  ACTQmmi 

PESCRiPTiQlf; 

PARENT  DATA  BASE  NAME: 


Army  Family  Research  Program  -  Spouses 
AFRP  -  Spouses 

Spouses'  perceptions  regarding  Army  as  a 
career;  quality  of  life;  effect  on  or 
perception  of  retention,  readiness,  and  sense 
of  community. 

N/A 


PARENT  DATA 

PAgg  ACROWYH;  N/A 

TECHNICAL  AREA/ 

TEAM  RBflPQMgTBt.Bt  LPOCTA/Family  Strength  and  Community 

DATASET  MANAGER;  Ron  Tiggle 


DATASET  STRPCTURB^ 


SOFTNARE/FILE  TYPE: 
OPERATINQ  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM  OS 

SOLDIER  , 

1,238 

Undefined 

3,277 

501 

FSSTRAT,  XFSU 


STORAGE  LOCATION (S):  ARI  PC 

NIH 


STORAGE  MEDIA: 


Magnetic  tape 
Floppy  disk 


DATA  COLLECTION 

METHOD (S> :  Survey 


TYPE  OF  DATA:  Attitude,  perception,  demographics 

TERRS (S)  or  PATR 

IN  DATASET:  1989 


BISgMi-QB 

CALgWPBR  YEAR?  C 


LINKAGE  VARIABLES  TO 
WBR9B  WITH  ffiraiR 
datasets:  xid 


C-83 


08/24/92 


DATASET  DESCRIPTION  SECTION 


1P  _88II  IS  IN  DATASET 
18  IT  ENCRYPTED?  N 


RBYWORD8  RELEVANT  TO  THE  DATASET; 

CONCEPT  KEYWORDS:  Career,  family,  children,  community, 

commitment,  retention,  readiness,  coping 

MEASURES  KEYWORDS:  Opinions,  attitudes 


SAMPLE  GROUP 

KEYWORDS:  Spouses  of  AFRP  soldier  sample  group 


SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  Community  and  Family  Support  Center  (CFSC) 


ggMBRftL  DATA  QV&LETY: 

ACCURACY: 

completeness: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


High 

Very  complete 

None  *■  seunple  was  a  stratified  random  sample 
which  was  designed  to  be  generalized  to  the 
Army. 

N/A 

None 


DATASET  DBVBLOFMEWT  AMD  MAINTENANCE: 

DATA  SOURCES:  Survey  of  the  opinions  of  soldiers'  spouses 

UPDATE  SCHEDULE:  None  planned.  Related  research  may  be 

conducted  that  will  use  this  survey  as 
baseline  data. 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  None 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET:  None 


LOCATION  OF  DATASET  DOCUMENTATION: 

DATASET  DEVELOPMENT:  Ron  Tiggle,  LPOCTA 
ON-LINE  DATA 

DICTIONARY:  SAS  Proc  Contents 

HARD  COPY  DATA 


C-84 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DICTIONARY:  Ron  Tiggle 

ON-LINE  CODE 

DESCRIPTIONS:  None 


HARD  COPY  CODE 

DESCRIPTIONS:  Ron  Tiggle 


P^TMBT  gffAgB; 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 


OFVICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 


Current 

LPOCTA,  Family  Team 


Data  are  part  of  the  Army  Family  Research 
Project.  They  are  and  have  been  used  to 
generate  a  number  of  technical  reports  for 
CFSC. 


LPOCTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Ron  Tiggle,  MPPRTA 


C-85 


08/24/92 


RESEARCH  PRCXTECT/ANALYSIS  SECTION 


Army  Family  Research  Program  -  spouses 

AFRP  -  Spouses  Research 

The  Army  Family  Research  Program  (AFRP)  is  a 
five-year  integrated  research  program 
initiated  in  November  1986  in  response  to 
research  mandated  by  both  the  CSA  White 
Paper,  1983:  The  Army  Family  and  The  Army 
Family  Action  Plans  (1984-1989) .  The 
objective  of  the  research  is  to  support  the 
Army  Family  Action  Plans  and  assist  Army 
family  programs  and  policies  by  (1) 
determining  the  demographic  characteristics 
of  Army  families,  (2)  identifying  motivators 
and  detractors  to  soldiers  remaining  in  the 
Army,  (3)  developing  pilot  programs  to 
improve  family  adaptation  to  Army  life,  and 
(4)  increasing  operational  readiness.  This 
file  provides  demographics  and  attitudes  of 
spouses  toward  Army  life. 


CFSC 


ATNC-AO-89-10B 


Leadership,  Personnel  and  Organizational 
Change  Tech  Area 


Bruce  Bell 

1986  -  1992  (Research  began  in  1986,  Analysis 
1990-1992) 


Spouses  of  enlisted  and  officer  personnel  of 
the  Army. 

A  probability  sample  of  Army  spouses  of 
enlisted  and  officer  personnel. 


C-86 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME: 
TITLE; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAMES 
TITLE; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 

author/editor; 

BAjEB.1 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 

AUTHOR/EDITOR; 

PATS; 

REPORT  NUMBER; 


Army  Family  Research  Program  -  Spouses 

Spouse  Survey  Codebook 

M.  Brinkley,  T.  Gabel,  L.  Bunch,  L.  Tastet 
1991 

Research  Product  91-18 

Army  Family  Research  Program  -  Spouses 

Family  and  Other  Impacts  on  Retention 
J.  D.  Griffith,  S.  H.  Rakoff,  R.  F.  Helms 
In  process 
Technical  Report 

Army  Family  Research  Program  -  Spouses 

The  Army  Family  Research  Program:  Sampling  Plan 
for  the  Core  Research  Effort 

V.  G.  lannacchione 

1990 

Research  Note  90-64 

Army  Family  Research  Program  -  Spouses 

Analyzing  and  Adjusting  fcr  Nonresponse  to  the 
AFRP  Spouse  Survey 

V.  G.  lannacchione 

1991 

Technical  Report  940 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME; 
TITLE; 

AUTHOR/EDITOR; 

PATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


Axmy  Family  Research  Program  -  Spouses 

Sampling  Weights  for  the  AFRP  Core  Research  Effort 
V.  G.  lannacchione,  J.  G.  Milne 
In  process 
Technical  Report 


C-88 


08/24/92 


DATASET  DESCRIPTION  SECTION 


OATftgBT  «MiE3 


Automated  Instructional  Management  System 
Data  Set 


ASRQinw; 

DESCRIPTION: 


PARENT  DATA  BASE  NAME: 

PARENT  DATA 
BASE  ACRONYM: 

TECHNICAI.  AREA/ 

TEAM  RESPONSIBLE: 

DATASET  MANAGER: 


IMS 

Post-commissioning  training  performance  data 
for  Army  officers  from  TRADOC  schools. 

Courses  in  the  dataset  have  been  grouped  into 
four  categories:  Officer  Candidate  School, 
Officer  Basic,  Officer  Advanced,  and 
Technical  Courses. 

Officer  Longitudinal  Research  Data  Base 


OLRDB 

MPPRTA 

Tanya  Guthrie 


DATASET  STRUCTDRE; 


SOFTNARE/FILE  TYPE: 
OPERATING  SYSTEM: 

8AS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  format: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

WRZ IKFD . OLRDB . FORMATS 
N/A 

Undefined 


47,347 

82 

Matchcod 


STORAGE  LOCATIOM(S):  NIH 


STORAGE  MEDIA: 


Magnetic  Tape 


DATA  COLLECTION 

METHOD (8) :  Aptitude/Achievement 


TYPE  OF  DATA:  Course  grades  in  Officer  Basic  Course, 

Officer  Advanced  Course,  and  other  training 
courses 


YEARS C8)  OF  DATA 

IlL-PMAgg.Xl  1985-1990 

FISCAL  OR 

CALENDAR  YEAR:  F 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LINKAGE  VARIABLES  TO 

mmS.  1IT8.  fiTBES 

DATASETS t  Matchcod 

If-ggH  19  .IM-PMPMET 
18- IT.  BggBXETBB?  Y 


KEYWQRPg  BEW 


TO  THE 


DATASET; 


CONCEPT  KEYWORDS:  Post-commissioning  variables,  officer 

courses,  longitudinal  research,  officer 
career  development,  AIMS 

MEASURES  KEYWORDS:  Course  grades,  achievement,  performance 


SAMPLE  GROUP 

KEYWORDS:  Commissioned  officers 


SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  TRADOC 


GENERAL  DATA  QUALITY; 

ACCURACY:  Pre-edited  by  AIMS  managers. 

COMPLETENESS:  Complete. 


KNOWN  BIAS:  Courses  change  names  and  are  added  and 

deleted  from  year  to  year.  TRADOC  sites  also 
change. 


LONGITUDINAL 

CONSISTENCY:  Course  content  changes  somewhat  over  time. 

DATASET  CONSTRAINTS:  Courses  are  broken  down  into  events  and  each 

event  is  scored.  The  AIMS  dataset  does  not 
contain  event-level  data  because  descriptions 
of  events  and  scoring  was  not  available. 

Only  course-level  data  are  included. 


P&TMBT.  BBYBMMNT-ANP  WKlMTENMiCBj 


DATA  SOURCES: 


UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 


The  AIMS  system  is  maintained  at  TRADOC 
schools.  Syscon  Corporation  is  reponsible 
for  maintaining  the  computerized  AIMS  system. 

Annual 


The  AIMS  data  are  requested  from  each  of  the 
TRADOC  sites.  Syscon  site  operators  extract 
the  courses  that  are  requested,  which  include 
any  courses  officers  may  attend.  New  officer 

C-90 


08/24/92 


DATASET  DESCRIPTION  SECTION 


records  are  then  added  to  the  existing 
dataset  and  officer  records  presently  on  the 
dataset  are  updated  by  adding  any  new  courses 
taken. 


FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  Annual  update 


LOCATION  OF  DATASET  DOCUMENTATION: 
DATASET  DEVELOPMENT:  MPPRTA 


ON-LINE  DATA 
DICTIONARY: 

BARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 


SAS  Proc  Contents 

MPPRTA 

None 


HARD  COPY  CODE 

DESCRIPTIONS:  MPPRTA 


PMMBT..ggA«l. 

DATS  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  MPPRTA 

HOW  DATASET  IS 

BEING  USED:  Link  with  ARI  surveys;  officer  population 

data. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORISATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  MPPRTA 


BIM  .  IIMIB  QR.  PgRgQM 

TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tanya  Guthrie 
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RESEARCH  PROJECT/ANALYSIS  SECTION 


DATASET  NAME; 

Automated  Instructional  Management  System 
Data  Set 

PHQJBCT  IfMgs 

OLRDB 

PURPOSE  OF  RESEARCH: 

To  provide  adjunct  data  base  on  officer 
personnel  characteristics . 

SPONSOR; 

N/A 

INSTRUMENT  CLEARANCE 
APPROVAL  numbers: 

N/A 

TECH  AREA/TEAM 
RESPONSIBLE: 

MPPRG 

PRINCIPAL 

INVEgTTQAfQRigL: 

Tanya  Guthrie 

BEQIN/END  DATES: 

Ongoing 

POPULATION 

DESCRIPTION: 

Officer  grades  in  officer  basic  courses  and 
officer  advanced  courses  from  1985  to  date. 

SAMPLE  DESCRIPTION: 

Officer  grades  in  officer  basic  courses  and 
officer  advanced  courses  from  1985  to  date. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME;  Automated  instructional  Management  System 

Data  Set 

TTTT.B  g  Development  of  the  Automated  Instructional 

Management  System  Data  Set  of  the  Officer 
Longitudinal  Research  Data  Base 


AUTHOR/EDITOR; 

PACT; 

REPORT  NUMBER: 
WORK  UNIT  NUMBER; 
DATASET  NAME; 


D.  D.  Younkman,  L.  J.  Ramsey 
1989 

Research  Product  89-07 

Automated  Instructional  Management  System 
Data  Set 


ZXSl£i 


Officer  Longitudinal  Research  Data  Base  (OLRDB) : 
Users  Manual 


AUTHOR/EDITORs 

DATE; 

REPORT  number; 

WQBK  .gWlT  HgWPER: 

DATASET  NAME; 


D.  D.  Younkman,  L.  J.  Ramsey,  T.  J.  Guthrie 
1992 

Research  Note  92-17 
2301 

Automated  Instructional  Management  System 
Data  Set 


TITLE; 


U.S.  Army  Research  Institute  Officer  Longitudinal 
Research  Data  Base  (OLRDB) :  Users  Manual 


AUTHOR/EDITOR;  F.  T.  Hunter,  D.  L.  Rachford,  D.  R.  Kelly,  D. 

Duncan 

fiaifii  1987 

RBPOBT  WPMBBB;  Research  Product  87-25 

WORK  UNIT  number; 
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DATASET  DESCRIPTION  SECTION 


career  Decision  Survey 


DATASET  ACRONYM:  N/A 


DESCRIPTIONt  Second  phase  to  the  New  Recruit  Survey  (NRS) . 

Measures  the  career  decision  process  of 
prospective  recruits.  Examined  social  and 
psychological  factors  influencing  adults' 
enlistment  decisions.  Validated  a 
psychological  model  of  career  intentions. 
Asked  youths  about  their  beliefs  and  opinions 
and  those  of  persons  important  to  them. 


JASB  BhMB;  N/A 


PARENT  DATA 

Bftgg  BgRfiimij  n/a 

TEAM  RESPONSIBLE »  MPPRTA 

DATASET  MANAGER:  Tim  Elig 


DATASET  aTRUCTPRBt 

SOPTNARE/FILB  TYPE: 
OPERATING  SYSTBMt 
SAS  FORMAT  LIBRARY t 
RECORD  LENGTHS 
RECORD  FORMATS 
NUMBER  OF  REOORDSs  1,046 
NUMBER  OF  VARIABLES S  -  300 
SORTED  BY  VARIABLES: 


STORAGE  L0CATI0N(S)s 


gTSBAfflj JgBIBl 


PMA  CGMCTIGir 

METHOD (S)s  survey 


TYP-g  OF  BAIAl  Attitude 

YBARgjg)  QF  PATA 

IN  DATASETS  1988 

nSSKL  QB 
fiAltffiHBA&JEEA&l 
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DATASET  DESCRIPTION  SECTION 


PATMBTfft 


CONCEPT  KEYWORDS: 


Career  decision,  enlistment  decision, 
enlistment  intentions 


MEASURES  KEYWORDS: 


None 


SAMPLE  GROUP 
KEYWORDS: 


SPONSOR, 
ORGAHISATIOMAL 
UNITS  KEYWORDS: 


1)  17  to  20  year  olds  on  Lead  Refinement 
Lists  across  the  United  States 

2)  National  probzd^ilitY  sample  of  17  to  20 
year  olds  currently  residing  in  a  household 
(as  opposed  to  a  college  dorm  or 
independently) . 


DCSPER 


ACCURACY: 

COMPLETENESS: 


KNOWN  BIAS: 


LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


•?. V  y  J  -1-  •  i'i  rO  V , '  w  t  ?.?  4  a  ■ 


Descriptive  findings  should  not  be  projected 
to  the  national  population  of  17  to  20  year 
olds  (low  response  rate) . 


DATA  SOURCES: 

UPDATE  SCHEDULE: 

DESCRIPTION  OP 
ESTABLISHED 
UPDATE  PROCEDURE: 

rUTURE  MAINTENANCE 
PLANS  TOR  DATASET: 


Survey 


I  •)  ,v  4  ja  ^ « ‘I'lH'j ;  •  a  in  4.V  *  oo 
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DATASET  DESCRIPTION  SECTION 


DATASET  DEVELOPMENT:  ARI  RP  88-23 

ON-LINE  DATA 
DICTIONARY: 

BARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

BOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


RESEARCH  PROJECT/AMALYSIS  SECTION 


DATASET  KAMBt  Career  Decision  Survey 

PROJECT  NAME; 

PURPOSE  OF  RESEARCH: 

ggQWSOR; 


INSTRUMENT  CLEARANCE 
APPROVAL  numbers; 


TECH  AREA/TEAM 
RESPONSIBLE; 


PRINCIPAtt 

INVESTIGATOR (S) ; 


BEGIN/END  DATES; 


POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


08/24/92 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 

DATASET  NAMEt  Career  Decision  Survey 

X1ZX£I 

AUTHOR/BDITOR: 

PATE; 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 
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DATASET  DESCRIPTION  SECTION 


PATAggT 


Civilian  Biennial  Survey 


DATASET  ACRONYM;  N/A 


DESCRIPTION;  Department  of  the  Army's  evaluation  of  its 

organizational  climate  and  its  civilian 
personnel  management  processes.  Composed  of 
three  parts:  a  supervisory  and  employee 
questionnaire  developed  in  the  late  1970s;  in 
1985  the  supplemental  questionnaire  was 
added . 


DATA  BASE  NAME; 


PARENT  DATA 

B&SB  ftgROyXE; 

TECHNICAL  AREA/ 
TEAM  RESPONSIBLE; 

DATASET  MANAGER; 


N/A 

N/A 

SLTA/Civilian  Leadership 
Carlos  Rigby 


DATASET  STBUCTDRE; 


SOFTWARE/FILE  TYPE; 
OPERATINS  SYSTEM; 

SAS  FORMAT  LIBRARY; 
RECORD  LENOTH; 
RECORD  FORMAT; 
NUMBER  OF  RECORDS; 
NUMBER  OF  VARIABLES; 
SORTED  BY  VARIABLES; 


SAS 

IBM 

N/A 

Undefined 
3 , 500/year 
226 

Supervisor 


STORAGE  LOCATION (S);  NIK 


8TQRA9B  WBPIA? 


Magnetic  Tape 


DATA  COLLECTION 

METHOD (S> ;  Survey 


im  QI  pata; 

YEARS (S)  OF  DATA 
IK-PMMBT> 

riJCMi  OR 
fiALBBPAR.  YBARI 


Job  satisfaction,  attitude,  climate 
1988  and  1990 

C 
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DATASET  DESCRIPTION  SECTION 


LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
CftTagETgS.  N/A 

IP  SSN  IS  IN  DATASET 
gg  IT  lyCBYPTKP.?  N 


KEYWORDS  RELEVANT  TO  THE  DATASETS 

CONCEPT  KEYWORDS:  Employeey^managenent  relationships, 

leadership,  performance  appraisal,  promotion, 
grievance  and  discrimination  policies  and 
practices,  job  satisfaction,  retention/career 
plans,  organizational  climate, 
milita^/civilian  relationships,  evaluation 
of  civilian  personnel  services,  supervisor 
support/ author ity 


MEASURES  KEYWORDS:  Items  have  been  scaled. 


SAMPLE  GROUP 

KEYWORDS:  Civilian  grade,  race,  sex,  pay  system 

military/civilian  supervisor,  education,  age, 
length  of  service 

SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  USA  Directorate  of  Civilian  Personnel, 

Department  of  the  Army 


GENERAL  DATA  QUALITY: 

ACCURACY:  Good 


COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


Good 

A  65%  return  rate. 
Currently  testing  trends. 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES: 

UPDATE  SCHEDULE:  Every  two  years. 

DESCRIPTION  OF 
ESTABLISHED 

UFDATl  PROCEDURE:  CPD  collects  data,  contractor  prepares  tapes, 

C-lOO 
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DAT21SET  DESCRIPTION  SECTION 


and  ARI  analyzes  data. 

FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  In-house  maintenance. 


LOCATION  OF  DATASET  DOCUMENTATION; 

DATASET  DEVELOPMENT:  See  1990  HumRRO  report 
ON-LINE  DATA 

DICTIONARY:  SAS  Proc  Contents 

HARD  COPY  DATA 
DICTIOMAPY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATASET  usage: 

DATE  DATASET 

LAST  USED:  1992 


CURRENT  DATASET 

USERS:  NS  A,  CPD,  ARI,  CSA 


ROW  DATASET  IS 

BEING  USED:  For  research,  management  decisions. 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 

AUTHORIZATION:  SLTA/Civilian  I,eadership  Team 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  Contact  Carlos  Rigby. 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  information:  Carlos  Rigby 
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RESEARCH  PROJECT/AMALYSIS  SECTION 


DATASET  NAME;  Civilian  Biennial  Survey 

PROJECT  NAME; 

PURPOSE  OP  RESEARCH; 

SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR <S1 ; 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 

DATASET  NAME:  Civilian  Biennial  Survey 

TITLE; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 
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DATASET  DESCRIPTION  SECTION 


civilian  Leadership 


DATASET  ACRONYM; 
BBSgRIPTlQgj 


PARENT  DATA  BASE  NAME: 


CIVLEAD 

Selection  test  scores  plus  job  performance 
data  on  Department  of  the  Army  first-line 
supervisors.  Data  include  subjective 
responses  to  biodata,  temperament,  and 
in-basket  tests,  plus  ratings  of  their  job 
performance  by  their  supervisors  and 
supervisors-once-removed.  Self-report 
administrative  records  of  performance  (e.g. 
quality  step  increases,  letters  of 
commendation)  are  also  included.  Finally, 
position  power,  task  complexity,  and 
leadership-worker  relations  of  subject's 
workgroup  is  measured. 

N/A 


PARENT  DATA 

BASS  N/a 


ECAL  AREA/ 

TBAM 


DATASET  KANAgSR: 


SLTA 

Robezi:  Kilcullen 


DATASET  STRUCTPREX 


SOFTWARB/TILE  TYPE: 
OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


Flat  file 
N/A 

approx.  1,700 
-  650 


STORAGE  LOCATION(S):  NIH 


Magnetic  tape 


DATA  WDDBCTIgN 

MBIHQP(gll  Performance 


TYPE  OF  data:  Job  performance 

YEARS (S>  OF  DATA 


C-104 
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DATASET  DESCRIPTION  SECTION 


IV  PATMBTl 

1992 

FTgffM?  QV 

CALENDAR  YEAR: 

C 

LINKAGE  VARIABLES  TO 
tgRGB  yiTff  9TOSR 

None 

N 

KEYWORDS  RELEVANT  TO  THE  DATASET; 

CONCEPT  KEYWORDS: 

Leadership,  selection 

MEASURES  KEYWORDS: 

Biodata,  temperament,  in-basket 

SAMPLE  GROUP 
KEYWORDS: 

First-line  civilian  supervisors 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS: 

Directorate  of  Civilian  Personnel 

(DCP) 

GEMKRAL  DATA  QUALITY: 

ACCURACY: 

Unknown  at  this  time. 

COMPLETENESS: 

Unknown  at  this  time. 

KNOWN  BIAS: 

Unknown  at  this  time. 

LONGITUDINAL 

CONSISTENCY: 

N/A 

DATASET  CONSTRAINTS: 

Inability  to  link  with  other  data 

bases . 

MAINTENANCE? 

DATA  SOURCES: 

N/A 

UPDATE  SCHEDULE: 

N/A 

DESCRIPTION  OP 
ESTABLISHED 

UPDATE  PROCEDURE: 

N/A 

7UTURE  MAINTENANCE 
PLANE  rOR  DATASET: 

Research  into  the  fakability  of  items  and 
this  affects  validity. 
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DATASET  DESCRIPTION  SECTION 


DATASET  DEVELOPMENT:  In  development 
ON-LINE  DATA 

DICTIONARY:  In  development 

HARD  COPY  DATA 

DICTIONARY:  In  development 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATASET  DSAOE: 

DATE  DATASET 

LAST  USED:  1992 

CURRENT  DATASET 

USERS:  Robert  Kilcullen 

HOW  DATASET  IS 

BEING  USED:  Research  project:  to  determine  whether  the 

selection  battery  predicts  job  performance  of 
first-line  supervisors. 


OTEZCE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  SLTA 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Robert  Kilcullen 
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RESEARCH  PROJECT/AMALYSIS  SECTION 


PftTMgT-HMgl 
PROJECT  name; 

PURPOSE  OF  RESEARCH; 

gEgagQiy 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 


TECH  AREA/TEAM 
BSB£0«gIBHS; 


PRINCIPAL 
INVESTIGATOR (S) t 

BBGIg/BMP-PATEfil 

FQ?PP^T3P0K 

PBagBIETIOy? 


SAMPLE  DESCRIPTION; 


Civilian  Leadership 

Civilian  Personnel  Research 

To  improve  the  quality  of  civilian  workforce. 
Directorate  of  Civilian  Personnel 


PT5828 

EDRG  (changed  to  SLTA  in  1992) 


Carlos  Rigby,  Robert  Kilcullen 
1987  -  December  1992 


Department  of  the  Army  first-line  civilian 
supervisors  (FLCS) . 

Approximately  1,700  first-line  civilian 
supervisors  In  Conus  installations.  Includes 
WG,  GS,  and  GM  schedule  employees. 

Stratified  random  sample  across  installation 
size. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME;  Civilian  Leadership 

TTTT.a i  No  publications  as  of  March  1992 

AUTHOR/EDITOR: 


PMB? 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAMBt 


Cohort  Data  Basa 


PATASBT  AgBQinm? 
BEiSRimOgt 


PARENT  DATA  BASE  NAME: 

PARENT  DATA 
BAfig  AQRONYHI 


N/A 

Longitudinal  data  on  entry  information  and 
in-service  behaviors  of  enlisted.  Regular 
Army  personnel  grouped  by  year  (fiscal)  of 
entry. 

File  name:  COHORTS 2. AS0F12 90  contains  data 
on  1982  cohort  as  of  December  90.  File  for 
the  following  year  is  COHORT82 .AS0F1291. 

N/A 


N/A 


TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  SCTA 


PATASBT  MANA9BR? 


Frances  Grafton,  Betty  Teevan 


DATASET  STRUCTURE: 


SOFTWARE/FILE  TYPE: 
OPERATlNa  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENOTB: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


Flat  file 


IBM 

WRZIBTV. COHORT. SAS . FMT 

364 

FB 

70,000  -  227,000 

140 

SSN 


STORAGE  LOCATION fSl;  NIH 


BTQRACT  MBPIAt 


Magnetic  tape 


DATA  COLLECTION 

METHOD (S) :  Copy  of  existing  management  data  base 


TYPE  OF  DATA: 


Personnel,  test  scores.  Augmented  by 
quarterly  gain/loss  file  data. 


«MW(gi  QF  pm 

IN  DATASET:  1976-last  complete  FY 


rifiCAt-PE 

CAMWPER  XBERL  F 
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DATASET  DESCRIPTION  SECTION 


te?TiET57hpr7Tr? 


PATaegTSi 


'  f  » t Ji  I  vB  •l.y  ^  i 

1 1 1 1  ii  i  \\\mm 


-it  ■  W  »}:» :<  -i  n  .-f /.y  ^  : « -B  »>.v  --fa  41 


CONCEPT  KEYWORDS:  Attrition,  ability,  ethnic,  gender 

MEASURES  KEYWORDS:  1980  AFQT,  1989  AFQT;  recalibrated  ASVAB 

scores;  80  Metric  Aptitude  Area  composite 
scores;  height,  weight 

SAMPLE  GROUP 

KEYWORDS:  MOS,  high  school  diploma  status,  bonus 

options ,  MEPS 

SPONSOR, 

OR6ANI ZATIONAL 

UNITS  KEYWORDS:  DCSPER,  OSD 


COMPLETENESS: 
KNOWN  BIAS: 


1987-present:  good.  1981-1987:  fair.  Prior 
to  1981:  so-so. 

Excellent. 

No  bias.  All  enlisted  soldiers  included. 


LONGITUDINAL 

CONSISTENCY:  Good.  If  any  case  is  "lost"  from  Army 

records,  it  Is  indicated  in  this  database. 
Variables  change  over  time;  such  changes  are 
well-documented . 


DATASET  CONSTRAINTS:  Very  large  database;  need  to  use  carefully  to 

avoid  excess  time  and  cost.  Currently,  the 
database  contain  data  for  nearly  2  million 
people. 


y  m  'j  li  i  v » 


DATA  SOURCES: 


Defense  Manpower  Data  Center  (DMDC) 


UPDATE  SCHEDULE:  Updates  done  in  January  for  the  last  calendar 

year  (as  of  December  of  last  CY) .  Data  from 
*76  to  last  year  available. 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  ARI  (SCTA)  requests  data  by  a  letter  to  DMDC. 


FUTURE  MAINTENANCE 
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DATASET  DESCRIPTION  SECTION 

PLANS  FOR  DATASET:  Continued  updates  and  maintenance  planned. 


LOCATION  OF  DATASET  DOCUMENTATION: 
DATASET  DEVELOPMENT:  SCTA 


ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


NIH 

Drisko  notebook 
NIH 

Betty  Teevan 


DATASET  USAGE; 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HON  DATASET  IS 
BEING  used: 


Current 


Frances  Grafton,  many  others. 


Reference  data,  demographics,  test  scores, 
HOS,  high  school  diploma  status.  Valid  AFQT 
scores . 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  N/A 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 

TP  ..gQMyACT  you 

EgBIHgR  IWrPPMRTIQW;  Frances  Grafton,  Betty  Teevan 
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RESEARCH  PROJECT/ ANALYSIS  SECTION 

DATASET  NAME:  Cohort  Data  Base 

PROJECT  NAlg; 

PURPOSE  OF  RESEARCH! 

gPQWSQR; 

INSTRUMENT  CLEARANCE 
RPFRQYM,  IHBfBgRS: 

TECH  AREA/TEAM 
RESPONSIBLE S 

PRINCIPAL 
INVESTIGATOR (S) ; 

PEGTR/gyp  PRTE9: 

FQPGHVTTOW 

DESCRlPTlOMl 

gMftia  lagGBTCTTQP; 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


Cohort  Data  Base 

Rates  of  Success  in  the  Enlisted  Army  from  1976  to 
1985 

C.  J.  Shroyer,  C.  B.  Walker 

March  1987 

RS-WP-87-02 
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DATASET  NAME; 


Core  Data  Set  100% 


PATftSBT  ftQRQEYM: 
PESQRIETIQM: 


PARENT  DATA  BASE  NAME; 


EPRDB  100% 

Longitudinal  career  file  of  Army  enlisted 
personnel  demographic,  training,  and 
performance  data.  A  100%  sample  of  those  who 
accessed  into  active  duty  between  fiscal 
years  1985  and  1990. 

Enlisted  Panel  Research  Data  Base 


PARENT  DATA 

BASE  ACRONYM;  EPRDB 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  MPPRTA 

DATASET  MANAGER:  Tanya  Guthrie 


DATASET  STRUCTURES 


SOFTWARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SA8  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS/Flat 

IBM 

None 

1,688 

Undefined,  FB 

472,549 

389 

Matchcod 


STORAGE  LOCATION (S):  NIH 


STORAGE  MEDIA: 


Magnetic  Tape 


DATA  COLLECTION 

WBTOQPCSl  X  Performance  measures 

Extracted  from  existing  management  data 
base 


TYPE  OF  DATA: 


Personnel,  Training  performance 


YEARS (S)  OF  DATA 

IW  PATASBTI 


Lll 


g  jaBimag  jg 


1985-1990 

F 
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CONCEPT  KEYWORDS:  Demographic  variables,  training  and 

performance  measures 

MEASURES  KEYWORDS:  Skill  Qualifying  Test  (SQT)  scores.  Composite 

scores  from  Army,  Classification  Battery  Test 
(ACB) ,  Armed  Forces  Qualification  Test 
(AFQT) ,  PULHES 

SAMPLE  GROUP 

KEYWORDS:  Enlisted  personnel 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS: 


COMPLETENESS: 
KNOWN  BIAS: 


LONGITUDINAL 

CONSISTENCY: 


Good.  Editing  was  performed  when  dataset  was 
created. 

Good 

Contains  only  those  who  accessed  into  active 
duty  between  fiscal  year  1985  and  1988. 


DATASET  CONSTRAINTS:  Large  dataset. 


DATA  SOURCES:  Accession,  Master/Loss,  and  Composite  Files 

are  maintained  by  Defense  Manpower  Data 
Center  (DMDC) .  Skill  Qualifying  Test  (SQT) 
is  maintained  by  the  SQT  Directorate  at  Fort 
Eustis.  Enlisted  Master  File  (EMF)  is 
maintained  at  PERSCOM. 

UPDATE  SCHEDULE:  This  is  the  initial  creation  of  the  dataset. 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  The  future  update  procedure  will  add  new 

accessions  and  update  the  records  of 
personnel  already  in  the  dataset. 

FUTURE  MAINTENANCE 
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DATASET  DESCRIPTION  SECTION 


PLANS  FOR  DATASET:  Continue  updating. 


LOCATION  OF  DATASET  DOCDMENTATION: 


DATASET  DEVELOPMENT: 

MPPRTA 

ON-LINE  DATA 
DICTIONARY: 

None 

HARD  COPY  DATA 
DICTIONARY: 

MPPRTA 

ON-LINE  CODE 
DESCRIPTIONS: 

None 

HARD  COPY  CODE 
DESCRIPTIONS: 

MPPRTA 

DATASET  USAGE: 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  HPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


Current  -  1992 

MPPRTA 

Army  compensation  model;  SRB  data  base. 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tanya  Guthrie\Abraham  Nelson 
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RESEARCH  FROJECT/ANALYSIS  SECTION 


SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 


Core  Data  Set  100% 

The  Effects  of  Selective  Reenlistment  Bonuses 
(SRBs) 

To  evaluate  the  effects  of  Selective 
Reenlistment  Bonuses  on  first  and  second  term 
reenlistment  decisions  of  enlisted  personnel 
in  eleven  Career  Management  Fields  (CMFs) . 

N/A 


N/A 


MPPRG 


Tanya  Guthrie 

June  1989  -  June  1992 


The  EPRDB  consists  of  two  data  sets.  From 
1974  through  1984,  the  analysis  population 
consists  of  25%  of  the  soldiers  who  accessed 
during  this  period.  Analysis  population  is  a 
100%  sample  thereafter. 

(See  population  description) 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


Core  Data  set  loo% 

The  Effects  of  Selective  Reenlistment  Bonuses  Part 
I:  Background  and  Theoretical  Issues 

R.  W.  Tinney 

May  1991 

Research  Product  91-83 
2301-H04 


C-118 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


TIT.ML 


Autonated  Instructional  Managenent  System 
Data  set 

Development  of  the  Automated  Instructional 
Management  System  Data  Set  of  the  Officer 
Longitudinal  Research  Data  Base 


ZITI£i 


D.  D.  Younlcman,  L.  J.  Reunsey 
1989 

Research  Product  89-07 

Automated  Instruotional  Management  System 
Data  set 

Officer  Longitudinal  Research  Data  Base  (OLEIDB) : 
Users  Manual 

D.  D.  Younkman,  L.  J.  Ramsey,  T.  J.  Guthrie 
1992 

Research  Note  92-17 
2301 

Automated  Instructional  Management  System 
Data  set 


U.S.  Army  Research  Institute  Officer  Longitudinal 
Research  Data  Base  (OLRDB) :  Users  Manual 


F.  T.  Hunter,  D.  L.  Rachford,  D.  R.  Kelly,  D. 
Duncan 

1987 

Research  Product  87-25 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAMEt 
DATASET  acronym: 

PBggRierigwt 


PARENT  DATA  BASE  NAMES 


Career  Decision  Survey 
N/A 

Second  phase  to  the  New  Recruit  Survey  (NRS) . 
Measures  the  career  decision  process  of 
prospective  recruits.  Examined  social  and 
psychological  factors  influencing  adults' 
enlistment  decisions.  Validated  a 
psychological  model  of  career  intentions. 
Asked  youths  about  their  beliefs  and  opinions 
and  those  of  persons  important  to  them. 

N/A 


PARENT  DATA 

BASE  ACRONYM:  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  MPPRTA 

DATASET  manager;  Tim  Elig 


DATASET  STRDCTDREi 

SOFmARE/FILE  TYPE: 
OPERATZNO  STSTEKt 
8A8  FORMAT  LIBRARY X 
RECORD  LENGTH: 

RECORD  FORMAT: 
irOMBER  OF  RECORDS:  1,046 

NUMBER  OF  VARIABLES:  •>  300 
SORTED  BY  VARIABLES: 


STORAGE  LOCATION (S): 


STORAGE  MEDIA: 


pm  C9PMSCT1PW 

WBTH9P(g) i  Survey 


TYPE  OF  DATA:  Attitude 

YEARS (8)  OF  DATA 

IM  PATMBTI  1988 

flSQMi  OB 
CMjgBBMLIBB&I 
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LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 

DATASETS 1 

SSN 

N 

DATASET: 

CONCEPT  KEYWORDS: 

Career  decision,  enlistment  decision, 
enlistment  intentions 

MEASURES  KEYWORDS: 

None 

SAMPLE  GROUP 

KEYWORDS: 

1)  17  to  20  year  olds  on  Lead  Refinement 
Lists  across  the  United  States 

2)  National  probability  sample  of  17  to  20 
year  olds  currently  residing  in  a  household 
(as  opposed  to  a  college  dorm  or 
independently) . 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS: 

DCSPER 

GENERAL  DATA  QUALITY: 

ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 

Descriptive  findings  should  not  be  projected 
to  the  national  population  of  17  to  20  year 
olds  (low  response  rate) . 

LONGITUDINAL 
CONSISTENCY  i; 

N/A 

DATASET  CONSTRAINTS: 

DATA  SOURCES: 

Survey 

UPDATE  SCHEDULE: 

N/A 

DESCRIPTION  OP 
ESTABLISHED 

UPDATE  PROCEDURE: 

N/A 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 

N/A 

LOCATION  OF  DATASET  DOCDMBNTATION: 
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DATASET  DESCRIPTION  SECTION 


DATASET  DEPELOPHENT:  ARI  RP  88-23 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPT  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATASET  PSAGE: 

DATS  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORISATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FBETBgR  JWEQBUftTIQir?  Tin  Elig 
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RESEARCH  PROJECT/ANALY8Z8  SECTION 

DATASET  NAME:  Career  Decision  Survey 

PBMggg  Mtfg? 

PURPOSE  OF  research; 

gPOBgORt 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PBIMCIPAt 

INVESTIGATOR (8) l 

BEQIN/END  DATES; 

PQPWAT¥QN 

BBfigmriPNt 

SAMPLE  DESCRIPTION; 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME I  Career  Decision  Survey 

TITLE: 

ATOHQR/BPITQEl. 


pm? 


08/24/92 


DATASET  DESCRIPTION  SECTION 


PATMgg-mMEl 


civilian  Biennial  Survey 


DATASET  ACRONYM:  N/A 


DESCRIPTION*  Department  of  the  Army's  evaluation  of  its 

organizational  climate  and  its  civilian 
personnel  management  processes.  Composed  of 
three  parts:  a  supervisory  and  employee 
questionnaire  developed  in  the  late  1970s;  in 
1985  the  supplemental  questionnaire  was 
added. 


gMaBMT-PMft  JA8E  HANE; 

PAjtEirr  jp^TA 

BAPg 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE: 


DATASET  MANAGER: 


N/A 

N/A 

SLTA/Civilian  Leadership 
Carlos  Rigby 


DATASET  STRUCTURE: 


SOFTWARE/FILE  TYPE: 
OPERATINC  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  format: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

N/A 

Undefined 
3 , 500/year 
226 

Supervisor 


STORAGE  LOCATION (S):  NIH 


STORAGE  MEDIA:  Magnetic  Tape 

pm  C9LWCTI9W 

IffiTHPPCg) I  Survey 


TYPE  OF  DATA:  Job  satisfaction,  attitude,  climate 

YEARS (S)  OF  DATA 

IN  DATASET:  1988  and  1990 

ElfiSAIufiB 

CAtgMPAB.m&I  c 
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DATASET  DESCRIPTION  SECTION 


CONCEPT  KEYWORDS:  Employee/nanagement  relationships, 

leadership,  performance  appraisal,  promotion, 
grievance  and  discrimination  policies  and 
practices,  job  satisfaction,  retention/career 
plans,  organizational  climate, 
milita^/civilian  relationships,  evaluation 
of  civilian  personnel  services,  supervisor 
support/authority 


MEASURES  KEYWORDS:  Items  have  been  scaled. 

SAMPLE  GROUP 

KEYWORDS:  Civilian  grade ^  race,  sex,  pay  system 

military/civilian  supervisor,  education,  age, 
length  of  service 

SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  USA  Directorate  of  Civilian  Personnel, 

Department  of  the  Army 


Good 


COMPLETENESS:  Good 

KNOWN  BIAS:  A  65%  return  rate. 

LONGITUDINAL 

CONSISTENCY:  Currently  testing  trends. 

DATASET  CONSTRAINTS: 


DESCRIPTION  OF 
ESTABLISHED 

UVDATI  PROCBDURBi  CPD  collects  data,  contractor  prepares  tapes, 
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DATASET  DESCRIPTION  SECTION 


and  ARI  analyzes  data. 

FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  In-house  maintenance. 


DATASET  DEVELOPMENT:  See  1990  HumRRO  report 
ON-LINE  DATA 

DICTIONARY:  SAS  Proc  Contents 


HARD  COPY  DATA 
DICTIONARY: 


ON-LINE  CODE 
DESCRIPTIONS: 


hard  COPY  CODE 
DESCRIPTIONS: 


DATE  DATASET 

LAST  USED:  1992 


CURRENT  DATASET 

USERS:  NSA,  CPD,  ARI,  CSA 

HOW  DATASET  IS 

BEING  USED:  For  research,  management  decisions. 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 

AUTHORIZATION:  SLTA/Civilian  Leadership  Team 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  Contact  Carlos  Rigby. 


Carlos  Rigby 
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RESEARCH  PR0JECT/AMALY8IS  SECTION 


DATASET  NAME;  Civilian  Biennial  Survey 

PROJECT  NAME! 


?TOg9gB  Qf  PEgEARCHi 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 


TECH  AREA/TEAM 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME;  Civilian  Biennial  Survey 

TITLE; 

ADTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 

WORK  UNIT  number; 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 
DATASET  ACRONYM: 
DESCRIPTIONt 


PARENT  DATA  BASE  NAME; 


Civilian  Leadership 

CIVLEAD 

Selection  test  scores  plus  job  perfoirmance 
data  on  Department  of  the  Army  first-line 
supervisors.  Data  include  subjective 
responses  to  biodata,  tem^ereunent ,  and 
in-basket  tests,  plus  ratings  of  their  job 
performance  by  their  supervisors  and 
supervisors-once-removed .  Sel f -report 
administrative  records  of  performance  (e.g. 
quality  step  increases,  letters  of 
commendation)  are  also  included.  Finally, 
position  power,  task  complexity,  and 
leadership-worker  relations  of  subject's 
workgroup  is  measured. 

N/A 


PARENT  DATA 

BASE  ACRONYMS  N/A 


TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  SLTA 

DATASET  MANAGER:  Robert  Kilcullen 


DATASET  8TRPCTDRE; 


SOFTWARE/FILE  TYPE: 
OPERATING  SYSTEM: 

8A8  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


Flat  file 
N/A 

approx.  1,700 
-  650 


STORAGE  lOCATIOM(S):  NIH 


STORAGE  media: 


Magnetic  tape 


DATA  COLLECTION 

MBTHQPiglJ  Performance 


TYPB  CT  Job  performance 

YBARg(g)  Jg-Pm 
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DATASET  DESCRIPTION  SECTION 


IV  PATMBT; 

1992 

fTSQR|,.QB 

CALENDAR  YEAR; 

C 

LINKAGE  VARIABLES  TO 
HRRG8  WITH  PTBBR 

None 

IP  SSN  IS  IN  DATASET 

IS  IT  ENCRYPTED? 

N 

DATASET: 

CONCEPT  KEYWORDS: 

Leadership,  selection 

MEASURES  KEYWORDS: 

Biodata ,  temperament ,  in-basket 

SAMPLE  GROUP 

KEYWORDS: 

First-line  civilian  supervisors 

SPONSOR, 

ORGAMI2ATIONAL 

UNITS  KEYWORDS: 

Directorate  of  Civilian  Personnel 

(DCP) 

ACCURACY: 

Unknown  at  this  time. 

COMPLETENESS: 

Unknown  at  this  time. 

KNOWN  BIAS: 

Unknown  at  this  time. 

LONGITUDINAL 

CONSISTENCY: 

N/A 

DATASET  CONSTRAINTS: 

Inability  to  link  with  other  data 

bases. 

DATA  SOURCES: 

N/A 

UPDATE  SCHEDULE: 

N/A 

DESCRIPTION  OP 
ESTABLISHED 

UPDATE  PROCEDURE: 

N/A 

PUTURB  MAINTENANCE 
PLANS  POR  DATASET: 

Research  into  the  fakability  of  items  and 
this  affects  validity. 
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DATASET  DESCRIPTION  SECTION 


DATASET  DEVELOPMENT:  In  development 
ON-LINE  DATA 

DICTIONARY:  In  development 

HARD  COPY  DATA 

DICTIONARY:  In  development 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  1992 

CURRENT  DATASET 

USERS:  Robert  Kilcullen 


HON  DATASET  IS 

BEING  USED:  Research  project:  to  determine  whether  the 

selection  battery  predicts  job  performance  of 
first-line  supeirvisors . 


OFFICE  TO  CONTACT 
FOR  DATASET  USB 
AUTHORIZATION:  SLTA 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION;  Robert  Kilcullen 
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DATASET  NAMES 
PROJECT  name: 
ggBgQgg  Pf  RBDBftHCH: 
SPONSORt 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  ARBA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR (S) : 

BB«y/gMP  PATES? 


civilian  Leadership 
Civilian  Personnel  Research 

To  improve  the  quality  of  civilian  workforce. 
Directorate  of  Civilian  Personnel 

PT5828 

EDRG  (changed  to  SLTA  in  1992) 

Carlos  Rigby,  Robert  Kilcullen 
1987  -  December  1992 


POPULATION 

DESCRIPTION ;  Department  of  the  Army  first-line  civilian 

supervisors  (FLCS) . 

SAMPLE  DESCRIPTION;  Approximately  1,700  first-line  civilian 

supervisors  In  Conus  installations.  Includes 
WG,  GS,  and  GM  schedule  employees. 

Stratified  random  sample  across  installation 
size. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME: 
TITLE? 

PML 

RBEPIffi  MBffiBRl 
WQM  mix  KBMBER; 


Civilian  Leadership 

No  publications  as  of  March  1992 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME: 
PAMBT  ACRQinm: 
BBSSBICTIQWI 


gftBBg_pm.-Bagg-  ia>s? 


Cohort  Data  Base 
N/A 

Longitudinal  data  on  entry  information  and 
in-service  behaviors  of  enlisted.  Regular 
Army  personnel  grouped  by  year  (fiscal)  of 
entry. 

File  name:  COHORTS 2 .ASOF12 90  contains  data 
on  1982  cohort  as  of  December  90.  File  for 
the  following  year  is  COHORT82.ASOF1291. 

N/A 


BASE  acronym: 

TBggSyCMt.hWA/ 
TEAM  responsible; 

PMABBT. 


N/A 

SCTA 

Frances  Grafton,  Betty  Teevan 


DATASET  STRPCTURE: 


SOTTNARE/riLE  TYPE: 
OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


Flat  file 
IBM 

WRZ IBTV . COHORT . SAS . FMT 

364 

FB 

70,000  -  227,000 

140 

SSN 


STORAGE  Ly-ATIOMCS):  NIH 


gMB&gft  MBPI&L 


Magnetic  tape 


PATA  <?9MiBCTIQH 

BBTHfiPCg)!  copy  of  existing  management  data  base 


TOB  .9B  PAIAt  Personnel,  test  scores.  Augmented  by 

quarterly  gain/loss  file  data. 

YEARS (S)  OF  DATA 

IN  DATASET:  1976-last  complete  FY 

glggAlt-QB 

CALENDAR  YEAR:  F 
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DATASET  DESCRIPTION  SECTION 


HMiagB  T9 

HBMB  WITB  OTBBB 

DATASETS » 


IF  egg-Ig-  IW  PftTMBS 
Ig  XT  BWgRYFTBP? 


SSN 

N 


KEYWORDS  RE&E7ANT  TO  THE  DATASET: 

CONCEPT  KEYWORDS:  Attrition,  ability,  ethnic,  gender 

MEASURES  KEYWORDS:  1980  AFQT,  1989  AFQT;  recalibrated  ASVAB 

scores;  80  Metric  Aptitude  Area  composite 
scores;  height,  weight 

SAMPLE  GROUP 

KEYWORDS:  HOS,  high  school  diploma  status,  bonus 

options,  MEPS 


SPONSOR, 

OROANI 2 ATIOMAL 

UNITS  KEYWORDS:  DCSPER,  OSD 


GENERAL  DATA  QUALITY: 
ACCURACY: 

completeness: 

KNOWN  BIAS: 


1987-present:  good.  1981-1987:  fair.  Prior 
to  1981:  so-so. 

Excellent. 

No  bias.  All  enlisted  soldiers  included. 


LONGITUDINAL 

CONSISTENCY:  Good.  If  any  case  is  "lost”  from  Army 

records,  it  Is  indicated  in  this  dateibase. 
Variables  change  over  time;  such  changes  are 
well -documented . 

DATASET  CONSTRAINTS:  Very  large  database;  need  to  use  carefully  to 

avoid  excess  time  and  cost.  Currently,  the 
database  contain  data  for  nearly  2  million 
people . 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES:  Defense  Manpower  Data  Center  (DMDC) 

UPDATE  SCHEDULE:  Updates  done  in  January  for  the  last  calendar 

year  (as  of  December  of  last  CY) .  Data  from 
'76  to  last  year  available. 

DESCRIPTION  OF 
ESTABLISHED 

UPDATB  PROCEDURE:  ARI  (SCTA)  requests  data  by  a  letter  to  DMDC. 

FUTURE  MAINTENANCE 


C-136 


08/24/92 


DATASET  DESCRIPTIOM  SECTION 


PLANS  FOR  DATASET:  Continued  updates  and  maintenance  planned. 


+  OJ  M  VxV  ‘■•I'lM.'ix!  4  vi!  CuiH 


DATASET  DEVELOPMENT:  SCTA 
ON-LINE  DATA 

DICTIONARY:  NIH 

HARD  COPY  DATA 

DICTIONARY:  Drisko  notebook 

ON-LINE  CODE 

DESCRIPTIONS:  NIH 

HARD  COPY  CODE 

DESCRIPTIONS:  Betty  Teevan 


DATE  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  Frances  Grafton,  many  others. 

HOW  DATASET  IS 

BEING  used:  Reference  data,  demographics,  test  scores, 

MOS,  high  school  diploma  status.  Valid  AFQT 
scores . 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  N/A 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


Fllig  WMg  OR  PBRgQg 

TO  CONTACT  FOR 

FUBTHIR  IMgQBMMIQg;  Frances  Grafton,  Betty  Teevan 
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08/24/92 


RESEARCH  PROJECT/AMALYSZS  SECTION 

DATASET  NAME:  Cohort  Data  Base 

BMig; 

PURPOSE  OP  RESEARCH: 

ePQBgQB? 

INSTRUMENT  CLEARANCE 

TECH  AREVTEAN 

BBSPQgglBMJ 

EMBQIPMt 

INVESTIGATOR (Si ; 

BgGJB/JIffi  BBTBS; 

BQggMfflQW 

DBSCRIPTIONt 

gAMPHS  PgggRIPTigyi 


C-138 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/AHALYSIS 


DATASET  MAKEX 
TITLED 

adthor/editor; 

DATEl 

REPORT  HUMBER; 
WORK  UNIT  HUMBER; 


Cohort  Data  Base 

Rates  of  Success  in  the  Enlisted  Army  from  1976  to 
1985 

C.  J.  Shroyer,  C.  B.  Walker 

March  1987 

RS-WP-87-02 
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DATASET  DESCRIPTION  SECTION 


PAlAggT  ACBQlgW; 
PE8CRIPTION; 


PARENT  PATA  BASE  NAME; 


Core  Data  set  100% 

EPROB  100% 

Longitudinal  career  file  of  Army  enlisted 
personnel  demographic,  training,  and 
performance  data.  A  100%  sample  of  those  who 
accessed  into  active  duty  between  fiscal 
years  1985  and  1990. 

Enlisted  Panel  Research  Data  Base 


PARENT  DATA 

BASE  ACRONYM;  EPRDB 


TgggQSMLAIgA/ 

TEAM  RESPONSIBLE;  MPPRTA 

DATASET  MANAGER:  Tanya  Guthrie 


DATASET  STRUCTURE t 


SOFTMARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS/Flat 

IBM 

None 

1,688 

Undefined,  FB 

472,549 

389 

Natchcod 


STORAGE  LOCATION CS^:  NIH 


STORAGE  MEDIA: 


Magnetic  Tape 


METHOD (8> :  Performance  measures 

Extracted  from  existing  management  data 
base 


mg-QZ-B&TAi 


Personnel,  Training  performance 


YEARS (81  OF  DATA 

IW  PATAffgT.I  1985-1990 

mCMf-PB 

CALENDAR  YEAR:  F 


08/24/92 


DATASET  DESCRIPTION  SECTION 


CONCEPT  KEYWORDS: 


Demographic  variables,  training  and 
performance  measures 


MEASURES  KEYWORDS:  Skill  Qualifying  Test  (SQT)  scores.  Composite 

scores  from  Army,  Classification  Battery  Test 
(ACB) ,  Armed  Forces  Qualification  Test 
(AFQT) ,  PULHES 


SAMPLE  GROUP 

KEYWORDS:  Enlisted  personnel 


SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS: 


Good.  Editing  was  performed  when  dataset  was 
created. 


COMPLETENESS:  Good 

KNOWN  BIAS:  Contains  only  those  who  accessed  into  active 

duty  between  fiscal  year  1985  and  1988. 

LONGITUDINAL 

CONSISTENCY: 


DATASET  CONSTRAINTS:  Large  dataset. 


DATA  SOURCES:  Accession,  Master/Loss,  and  Composite  Files 

are  maintained  by  Defense  Manpower  Data 
Center  (DMDC) .  Skill  Qualifying  Test  (SQT) 
is  maintained  by  the  SQT  Directorate  at  Fort 
Eustis.  Enlisted  Master  File  (EHF)  is 
maintained  at  PERSCOM. 


UPDATE  SCHEDULE:  This  is  the  initial  creation  of  the  dataset. 


DESCRIPTION  07 
ESTABLISHED 

UPDATE  PROCEDURE:  The  future  update  procedure  will  add  new 

accessions  and  update  the  records  of 
personnel  already  in  the  dataset. 

FUTURE  MAINTENANCE 
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08/24/92 


DATASET  DESCRIPTION  SECTION 
PLANS  FOR  DATASET:  Continue  updating. 


LOCATION  OF  DATASET  DOCUMENTATION: 


DATASET  DEVELOPMENT: 

MPPRTA 

ON-LINE  DATA 
DICTIONARY: 

None 

HARD  COPY  DATA 
DICTIONARY: 

MPPRTA 

ON-LINE  CODE 
DESCRIPTIONS: 

None 

HARD  COPY  CODE 
DESCRIPTIONS: 

MPPRTA 

DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current  -  1992 

CURRENT  DATASET 

USERS:  MPPRTA 


HOW  DATASET  IS 

BEING  USED:  Army  compensation  model;  SRB  data  base. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tanya  Guthrie\Abraham  Nelson 


C-142 


08/24/92 


RESEARCH  FROJECT/ANALYSIS  SECTION 


DATASET  NAME; 

PROJECT  NAME; 

PORPOSE  OF  RESEARCH; 


SPONSOR; 


Core  Data  Set  100% 

The  Effects  of  Selective  Reenlistment  Bonuses 
(SRBs) 

To  evaluate  the  effects  of  Selective 
Reenlistment  Bonuses  on  first  and  second  term 
reenlistment  decisions  of  enlisted  personnel 
in  eleven  Career  Management  Fields  (CMFs) . 

N/A 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS;  N/A 


TECH  AREA/TEAM 

RESPONSIBLE;  MPPRG 


PRINCIPAL 

INVESTIGATOR (S> ;  Tanya  Guthrie 

BEGIN/END  DATES;  June  1989  ~  June  1992 


POPULATION 

DESCRIPTION;  The  EPRDB  consists  of  two  data  sets.  From 

1974  through  1984,  the  analysis  population 
consists  of  25%  of  the  soldiers  who  accessed 
during  this  period.  Analysis  population  is  a 
100%  sample  thereafter. 

SAMPLE  DESCRIPTION;  (See  population  description) 
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08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


title; 

AUTHOR/EDITOR; 

S&Tll 

REPORT  HUMBER; 
WORK  UNIT  NUMBER; 


Core  Data  Set  100% 

The  Effects  of  Selective  Reenlistment  Bonuses  Part 
I:  Background  and  Theoretical  Issues 

R.  W.  Tinney 

May  1991 

Research  Product  91-83 
2301-H04 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME;  Cora  Data  Set  25% 

DATASET  ACRONYM;  EPRDB  25% 

DESCRIPTION:  Longitudinal  career  file  of  Army  enlisted 

personnel  demographic,  training,  and 
performance  data.  A  25%  sample  of  those  who 
accessed  into  active  duty  between  fiscal 
years  1974  and  1984. 

PARENT  DATA  BASE  NAME:  Enlisted  Panel  Research  Data  Base 


PARENT  DATA 
BASE  ACRONYM: 

TECHNICAL  AREA/ 
TEAM  RESPONSIBLE; 

DATASET  MANAGER; 


EPRDB 

MPPRTA 

Tanya  Guthrie 


DATASET  STRUCTURE: 


SOFTNARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SA8  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS/Flat 

IBM 

None 

1,688 

Undefined,  FB 
408,955 
818 

Matchcod 


STORAGE  LOCATION (8):  NIH 


STORAGE  MEDIA: 


Magnetic  Tape 


DATA  COLLECTION 

METHOD (8) :  Performance  measures 

Extracted  from  existing  management  data 
base 


TYPE  OF  DATA: 

YEARS (8)  OF  DATA 

IS  BATAgm 

OSC^L  PB 

CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
PaTAgBTgl 


Personnel,  Training  performance 
1974-84  accession/-90  update 
F 


Matchcod 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


LOCATION  OF  DATASET  DOCUMENTATION i 

DATASET  DEVELOPMENT: 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATASET  USAGE: 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

EPKEBBR.JIffiQ.iafMTQNs.  Tim  Elig 


C-146 


08/24/92 

RESEARCH  PROJECT/AMALY8ZS  SECTION 

DATASET  NAME:  Enlistment  Decision  Survey 

PROJECT  NAHB: 

PURPOSE  OF  RESEARCH: 

SPONSOR: 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  ARBA/^^B^ 

RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR (8) ; 

BEQIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 
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08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME;  Enlistment  Decision  survey 

TITLE: 

AUTHOR/EDITOR: 


lAXfiL 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DMgMBT  AgRQKm 

DESCRIPTION: 


PARENT  DATA  BASE  NAME: 


Ft.  Leonard  Wood  Data  Base 

LWD  (informal) 

Contains  Assessment  of  Background  and  Life 
Experiences  (ABLE)  and  biodata  administered 
to  1,000  new  soldiers,  and  biodata  only 
administered  to  additional  1,500  new 
soldiers,  both  at  Ft.  Leonard  Wood,  MO. 

N/A 


?A|tBWT 

IMS  N/a 

TECHNICAL  AREA/ 

TEAM  REflWQMflTBT.H?  SCTA/Non-cognitive  Measures  Team 

DATASET  MANAGER:  Fred  Mael 


BMMBT.  glRggTTOB: 

80FTWARE/FILE  TYPE:  SPSSX 

OPERATING  SYSTEM:  IBM 

8A8  FORMAT  LIBRARY:  N/A 

RECORD  LENGTH: 

RECORD  FORMAT: 

NUMBER  OF  RECORDS:  2,500 

NUMBER  OF  VARIABLES:  270+ 
SORTED  BY  VARIABLES:  SSN 


STORAGE  LOCATION (Si:  NIH 

ART  dedicated  disk 


WBPIA; 


Online  disk 

Online  dedicated  disk 


DATA  COLLECTION 

METHOD C8> :  Survey 

Attitude  assessment 

Extracted  from  existing  management  data 
base 


TYPE  OF  data: 

«MW(g)  or  pm 

IILBMMMI 

FISCAL  OR 

CMiBIIPAR  TBARI 

LINKAGE  VARIABLES  TO 
MBMB  WITH  OraBB 
BBTMBTBt 


Biodata,  temperament,  ABLE 
1991 


SSN 


C-149 


08/24/92 


DATASET  DESCRIPTION  SECTION 


IF  88M  IS  IN  DATASET 
IS  IT  ENCRYPTED? 


N 


KEYWORDS  RELEVANT  TO  THE  DATASET: 
CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 

SAMPLE  GROUP 
KEYWORDS: 

SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS: 


gEWgRftft  PATA  QgMITY; 

ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


Biodata,  temperament,  selection,  emotional 
stability,  work  orientation,  leadership, 
dominance,  dependability,  attrition, 
delinquency 

Biodata,  temperament/personality,  ABLE 
Enlisted  personnel 


Fine 

Fine 

None 

N/A 

Ability  to  get  relevant  criterion  measures  on 
leadership  potential  unlikely. 


]2mSfiT. 


DATA  SOURCES: 

Survey 

UPDATE  SCHEDULE: 

N/A 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE: 

N/A 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 

N/A 

LOCATION  OF  DATASET  DOCUMENTATION: 
DATASET  DEVELOPMENT:  Fred  Mael 


ON-LINE  DATA 
DICTIONARY: 


SPSSX 


HARD  COPY  DATA 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


DICTIONARY:  Fred  Mael 

ON-LINE  CODE 

DESCRIPTIONS :  LWDCMD . BIOABLE 


HARD  COPT  CODE 

DESCRIPTIONS:  Fred  Mael 


DATASET  usage; 

DATE  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  Fred  Mael,  McLellan 


HOW  DATASET  IS 
BEING  USED: 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


Research  project  to  measure:  (a)  the 
effectiveness  of  biodata  for  measuring 
temperaments,  (b)  the  stedsility  of  keys  from 
West  Point  officer  sample,  and  (c)  the 
prediction  of  attrition  with  biodata  and 
ABLE,  and  incremental  contributions.  Will  do 
correlations,  multiple  regression,  factor 
analysis.  Hopefully  will  have  wider  range  of 
criterion  measures.  Also  looking  at 
sub-issues  within  biodata,  e.g.  Does  high 
school  part-time  work  affect  grades, 
deliguency  behavior?  Does  birth  order  and 
number  of  siblings  affect  sport  participation 
and  other  endeavors?,  etc. 


SCTA 


Diane  Steele,  AIR 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

rroTBBR-JBrcMqfftoN; 


Fred  Mael 


08/24/92 


RESEARCH  PROJECT/AMALYSIS  SECTION 


DATASET  NAME:  Ft.  Leonard  wood  Data  Base 

PROJECT  1IAMB> 

P0RP08B  OP  research; 

gyffigQBl 

INSTRDIIENT  CLEARANCE 
APPROVAL  numbers; 

TECH  AREA/TEAN 

responsible; 

MHCtPAL 

INVESTIGATOR (SI ; 

BEQIN/BND  DATES; 

POPULATION 

BBggRTmQKl 

SAMPLE  DESCRIPTION; 


C-152 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME;  Ft.  Leonard  Wood  Data  Base 

T'*'TX‘^*  No  pxiblications  as  of  November  1991 

AUTHOR/EDITOR; 


DATEi 


08/24/92 


DATASET  DESCRIPTION  SECTION 


PRTASBT  IfMffii 
PATASBT  AgBQfflOil 

DESCRIPTION: 


PARENT  DATA  BASE  NAME: 


Integrated  Research  Data  Base 
IRDB 

Data  from  Project  A  tests  administered  in 
various  test  beds  for  the  purpose  of 
evaluating  the  tests'  validity  in  settings 
beyond  those  of  Project  A.  These  tests  are 
evaluated  in  the  context  of  ASVAB, 
demographics,  and  performance  measures. 

N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  SCTA 

DATASET  MANAGER:  Clint  Walker 


DATASET  STRUCTURE; 

80FTNARE/FILE  TYPE: 
OPERATING  SYSTEM: 

8A8  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


STORAGE  LOCATION (S); 


SAS 

IBM  OS 

WTFZLWV . SAS . FORMAT . LIB 
N/A 

Undefined 
VARIES  BY  DATASET 
VARIES  BY  DATASET 
MOS,  usually 


NIH 


STORAGE  MEDIA; 


Magnetic  tape 
Online  disk 


DATA  COLLECTION 
Mg.TEQP(gl  I 


TYPE  OF  DATA: 

YEARS (8>  OF  DATA 
IM  B&TAggZt 

FISCAL  OR 
CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 


Performance  measurement 
Cognitive  testing 
Attitude  assessment 
Aptitude,/achievement  testing 
Observation 

Test  scores  and  demographics 


ASVAB  1987-92;  others  1988-92 
F 


C-154 


08/24/92 


DATASET  DESCRIPTION  SECTION 


IP  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED?  Y 


KEYWORDS  RELEVANT  TO  THE  DATASET: 


CONCEPT  KEYWORDS:  Demographic  variables,  training  and 

performance  variables 

MEASURES  KEYWORDS:  Skill  Qualifying  Test  (SQT)  scores.  Composite 

scores  from  Army  Classification  Battery  Test 
(ACB) ,  Armed  Forces  Qualification  Test 
(AFQT) ,  PULHES 

SAMPLE  GROUP 

KEYWORDS:  Enlisted  personnel 


SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS: 


ACCURACY: 

completeness: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


Good.  Editing  was  performed  when  dataset  was 
created. 

Good 

Contains  only  those  who  accessed  into  active 
duty  between  fiscal  years  1974  and  1984. 


Large  dataset  with  many  variables. 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 


DATA  SOURCES: 


UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 


Accession,  Master/Loss,  and  Composite  Files 
are  maintained  by  Defense  Manpower  Data 
Center  (DMDC) .  Skill  Qualifying  Test  (SQT) 
is  maintained  by  the  SQT  Directorate  at  Fort 
Eustis.  Enlisted  Master  File  (EMF)  is 
maintainted  by  PERSCOM. 


Personnel  records  on  the  25%  sample  are 
updated  with  current  data,  but  new  first 
accessions  are  not  added  to  the  dataset. 


FUTURE  MAINTENANCE 
FLAMS  FOR  DATASET: 


Continue  updating. 
C-155 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LOCATION  OF  DATASET  DOCUMENTATION: 


DATASET  DEVELOPMENT: 

MPPRTA 

ON-LINE  DATA 
DICTIONARY: 

None 

HARD  COPT  DATA 
DICTIONARY: 

MPPRTA 

ON-LINE  CODE 
DESCRIPTIONS: 

None 

HARD  COPY  CODE 
DESCRIPTIONS: 

MPPRTA 

DATASET  USAGES 
DATE  DATASET 

LAST  nSEDt  Current  -  1992 


CURRENT  DATASET 

USERS:  MPPRTA 

HOW  DATASET  IS 

BEING  USED:  Aziay  compensation  model;  SRB  data  base. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION;  Tanya  Guthrie/ Abraham  Nelson 


C-156 


08/24/92 


RESEARCH  PROJECT/AMALYSIS  SECTION 


Core  Data  Set  25% 

The  Effects  of  Selective  Reenlistment  Bonuses 
(SRBs) 

To  evaluate  the  effects  of  Selective 
Reenlistment  Bonuses  on  first  and  second  term 
reenlistment  decisions  of  enlisted  personnel 
in  eleven  Career  Management  Fields  (CMFs) . 

N/A 


N/A 


MPPRG 


Tanya  Guthrie 

June  1989  -  June  1992 


The  EPRDB  consists  of  two  data  sets.  From 
1974  through  1984,  the  analysis  population 
consists  of  25%  of  the  soldiers  who  accessed 
during  this  period.  Analysis  population  is  a 
100%  sample  thereafter. 

(See  population  description) 


C-157 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME; 

AUTHOR/EDITOR: 

DATE; 

REPORT  NUMBERS 
WORK  UNIT  NUMBER; 


Core  Data  set  25% 

The  Effects  of  Selective  Reenlistment  Bonuses  Part 
I:  Background  and  Theoretical  Issues 

R.  W.  Tinney 

May  1991 

Research  Product  91-83 
2301-H04 


C-158 


08/24/92 


DATASET  DESCRIPTION  SECTION 


pmasbj  iim«; 

DATASET  ACRONYM! 
DESCRIPTIONS 


PARENT  DATA  BASE  NAMES 

PARENT  DATA 
BASE  ACRONYMS 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE S 

DATASET  MANAGERS 


Determinants  of  Small  Unit  Performance 


Data  on  individual  platoon  members'  responses 
to  questionnaire  items  measuring  unit 
conditions  in  the  areas  of  leadership, 
motivation,  and  cohesion,  both  four  to  six 
months  prior  to  and,  again,  two  to  four  weeks 
prior  to  a  rotation  at  a  U.S.  Army  Combat 
Training  Center  (CTC) .  There  is  also  a 
similar  data  set  available  for  use,  with  the 
same  data  aggregated  at  platoon  level. 


LPOCTA 

None  established 


DATASET  STRUCTURES 


SOFTWARE/FILE  TYPES 
OPERATING  SYSTEMS 
SAS  FORMAT  LIBRARY S 
RECORD  LENGTHS 
RECORD  FORMATS 
NUMBER  OF  RECORDS S 
NUMBER  OF  VARIABLES  S 
SORTED  BY  VARIABLES S 


SPSSX 

VAX,  SPSSX 


520 

SSN 


STORAGE  LOCATION (Sis  ARI  VAX 


STORAGE  MEDIAS 


Online  disk 


DATA  COLLECTION 

METHOD (S)S  survey 


TYPE  OF  DATA:  Attitudinal,  opinion,  personal  judgements; 

personnel 

YBARgIg) 

IN  DATASETS  1990 


FISCAL  OR 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 


Unit  performance,  leadership,  motivation, 
cohesion,  organizational  identification 

Unit  performance,  leadership,  motivation, 
cohesion,  organizational  identification 


SAMPLE  GROUP 

KEYWORDS:  Enlisted,  NCO  leaders,  platoon  leaders 


SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  Center  for  Army  Leadership  (CAL) ,  Command  and 

General  Staff  College 


Unknown 

For  those  platoons  sampled,  relatively 
complete.  Data  fields  are  very  complete. 

Small  sample:  platoons  in  5  (infantry  only) 
battalions. 


LONGITUDINAL 

CONSISTENCY:  N/A 

DATASET  CONSTRAINTS:  Size:  doesn't  allow  for  examination  of  many 

variables  simultaneously,  when  aggregated  to 
platoon  level 


DESCRIPTION  07 
ESTABLISHED 

UPDATE  PROCEDURE:  None 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET:  None 


C-160 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LOCATION  OF  DATASET  DOCPMENTATION: 

DATASET  DEVELOPMENT:  DTIC:  ARI  RN92-03 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY:  DTIC 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


DATASET  USAGE: 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 

USERS:  Members  of  LPOCTA 

HOW  DATASET  IS 

BEING  USED:  Research  projects  in  leadership  and 

motivation 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 

authorization: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 
FURTHER  INFORMATION: 
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RESEARCH  PROJECT/ANALYSIS  SECTION 


08/24/92 


DATASET  NAME: 

PROJECT  HAMEt 
PURPOSE  OF  RESEARCH; 


SPONSOR: 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 

TECH  AREA/TEAM 
RESPONSIBLE: 

EBIWglgAIl 
INVESTIgATOR(S) : 

B.B9I»/.BWP  DATES; 

POPULATION 

DESCRIPTION: 

SAMPLE  description: 


Determinants  of  Small  Unit  Performance 

Determinants  of  Small  Unit  Performance 

To  identifiy  home  station  conditions  in  the 
areas 

of  leadership,  cohesion,  and  motivation  that 
are 

important  to  small  unit  preparedness  for 
combat , 

as  indicated  by  performance  at  a  Combat 
Training 

Center  (NTC  or  JRTC) . 

Center  for  Army  Leadership  (CAL) 


None 

LOCTA 

Guy  Siebold,  Trueman  Tremble 
November  1989  -  present 


Platoons  preparing  for  combat  deployment. 

Approximately  60  platoons  (and  their  members 
at  each  level)  in  five  infantry  battalions, 
as  they  are  preparing  for  a  rotation  at  a 
Combat  Training  Center  (CTC) . 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  name: 

SIXI£1 


Deteminants  of  small  Unit  Performance 

Measures  for  Research  on  Small  Unit  Preparedness 
for  Combat  Effectiveness 


AUTHOR/EDITOR; 


DATE; 

REPORT  NUMBER; 


WORK  UNIT  NUMBER; 
DATASET  NAME; 

titled 


AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 

title; 


T.  R.  Tremble,  C.  E.  Adlerks 

October  1991 

RN92-03 

3406 

Determinants  of  Small  Unit  Performance 

Motivation  and  Platoon  Performance  at  Combat 
Training  Centers 

G.  H.  Lawrence 

February  1992 

RR1608 

3406 

Determinants  of  Small  Unit  Performance 

Relationships  between  Vertical  Cohesion  and 
Performance  in  Light  Infantry  Platoons 


AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 

W9RE  OUT  WWffER; 
DATASET  NAME; 

ZlZI£i. 


author/editor; 

fimi 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


C.  E.  Adlerks 
March  1992 
RR1609 
3406 

Determinants  of  Small  Unit  Performance 

The  Use  of  Incentives  in  Light  Infantry  Platoons 

T.  J.  Lindsay,  G.  L.  Siebold 

March  1992 

RR1611 

3406 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAMEt 
DATASET  acronym: 
DESCRIPTIONt 

PARENT  DATA  BASE  NAME; 

PATA 

BASE  ACRONYM; 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE 8 

DATASET  MANAGER; 


Dual  Military  Career 
N/A 

1985  Army  couples  -  soldiers  married  to 
soldiers.  Career  and  family  issues. 

N/A 

N/A 

LPOCTA 

Martha  Teplitzky 


DATASET  STRUCTURE; 

SOFTHARE/FILE  TYPE:  SPSSX 

OPERATINQ  SYSTEM:  IBM 

SAS  rORMAT  LIBRARY:  N/A 

RECORD  LENGTH:  1,024 

RECORD  FORMAT: 

NUMBER  OF  RECORDS:  591 

NUMBER  OF  VARIABLES:  227 

SORTED  BY  VARIABLES: 


STORAGE  LOCATIONfSl:  NIH 


STORAGE  MEDIA; 


Online  dedicated  disk 


DATA  COLLECTION 

METHOD fS):  Survey 


TYPE  OF  DATA: 

YEARS (8>  OF  DATA 
IM  DATASET: 

FISCAL  OR 
CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
MITM!lTgl 

IF  SSN  18  IN  DATASET 
IS  IT  ENCRYPTED? 


Attitude,  perception,  career,  family 
1985 

C 

SSN 

N 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


KEYWORDS  RELEVANT  TO  THE  DATASET; 

CONCEPT  KEYWORDS:  Career,  family,  dual  military  career  couples 


MEASURES  KEYWORDS: 


SAMPLE  GROUP 
KEYWORDS: 

SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS: 


Officer  and  enlisted  dual  military  career 


N/A 


GENERAL  DATA  QUALITY: 

ACCURACY:  Good 


COMPLETENESS:  Good 

KNOWN  BIAS:  The  missing  cases  are  those  couples  in  the 

most  demanding  jobs. 


LONGITUDINAL 

CONSISTENCY:  N/A 

DATASET  CONSTRAINTS:  75%  Of  the  sample  are  military  people  married 

to  military  people.  The  other  25%  were  not 
completed  by  both  partners.  The  25%  was  not 
random — those  that  did  not  complete  the 
survey  did  not  show  up  because  of  the 
criticality  of  their  job  (in  the  field,  etc.) 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 


DATA  SOURCES: 

N/A 

UPDATE  SCHEDULE: 

N/A 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE: 

N/A 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 

N/A 

LOCATION  OF  DATASET  DOCUMENTATION: 

DATASET  DEVELOPMENT:  Martha  Teplitzky 

ON-LINE  DATA 
DICTIONARY: 


M.  Teplitzky 


HARD  COPY  DATA 
DICTIONARY: 
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DATASET  DESCRIPTION  SECTION 


ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 

DESCRIPTIONS:  M.  Teplitzky 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Svunmer  91 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 

BEING  USED:  Research  on  job  attitudes  and  career 

intentions,  factors  affecting  career 
intentions,  career  decisions 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  LPOCTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  DMCDATA  on  ARIDOl,  or  Martha  Teplitzky 
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RESEARCH  PROJECT/ANALYSZS  SECTION 


Dual  Military  Career 

PROJECT  MAMEt 

Dual  Military  Career  Soldiers 

PURPOSE  OF  RESEARCH; 

To  examine  career  and  family-related  issues 
for  Army  soldiers  married  to  other  service 
members . 

SPONSOR? 

None 

INSTRUMENT  CLEARANCE 
APPROVAL  numbers; 

N/A 

TECH  AREA/TEAM 
RESPONSIBLE; 

LOCTA 

PRINCIPAL 
IMVESTIQATOR(S) ; 

M.  Teplitzky 

BEQIM/END  DATES; 

1986-1987 

POPULATION 

DESCRIPTION; 

Soldiers  enrolled  in  the  dual  Army  married 
couples  program 

SAMPLE  DESCRIPTION; 

Dual  Army  career  soldiers  stationed  together 
at  selected  posts 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  name: 

Dual  Military  Career 

TITLE: 

Dual  Army  Career  Officers:  Job  Attitudes  and 
Career  Intentions  of  Male  and  Female  Officers 

AUTHOR/EDITOR: 

M.  L.  Teplitzky,  S.  A.  Thomas,  G.  Y.  Nogami 

DATE: 

July  1988 

REPORT  NUMBER: 

805 

WORK  UNIT  NUMBER: 

DATASET  NAME: 

Dual  Military  Career 

TITLE: 

Dual  Army  Career  Couples:  Factors  Related  to 
Career  Intentions  of  Men  and  Women 

AUTHOR/EDITOR: 

M.  L.  Teplitzky 

DATE: 

July  1988 

REPORT  NUMBER: 

804 

WORK  UNIT  NUMBER: 

DATASET  name: 

Dual  Military  Career 

TITLE: 

Career  Decisions  of  Dual  Career  Couples:  An 
Interdisciplinary  Analysis  of  the  U.S.  Army 

AUTHOR/EDITOR: 

H .  A .  Laxhani 

DATE: 

December  1988 

REPORT  NUMBER: 

824 

WORK  UNIT  NUMBER: 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 
DATASET  ACRONYMS 

description: 


Enlisted  Master  File 

EMF  Extract 

Contains  personnel  data  on  every  active. 
Regular  Army,  enlisted  soldier,  as  of  8  a.m. 
of  each  day.  "Morning  Report."  90  days  after 
soldiers  separate  from  the  Army,  records  are 
moved  to  the  gain/loss  file.  Currently 
contains  about  650,000  records. 

SAS  file  name:  EMF921V1 


PARENT  DATA  BASE  NAME; 


N/A 


PARENT  DATA 

BASE  ACRONYM:  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  SCTA 


DATASET  MANAGER: 


F.  Grafton,  D.  Steele  (AIR) 


DATASET  STRUCTURE; 


SOFTWARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS, (Flat  available) 
IBM 

WTFIARE.PROCLIB 

N/A 

Undefined 


650,000 

156 

SSN 


STORAGE  LOCATION  f  S 1 ;  NIH 


STORAGE  MEDIA: 


Magnetic  tape 


DATA  COLLECTION 

METHOD (81:  Extract  of  EMF 


rm  Qf  DATA; 

YEARS (8)  OF  DATA 

IM-  PATA8BT1 

tlgCMiJPR 

CALENDAR  YEAR: 


Personnel  data 
As  of  last  quarter 
F 


08/24/92 


DATASET  DESCRIPTION  SECTION 


MERGE  WITH  OTHER 

DATASETS  1  SSN,  names 

IF  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED?  N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 


CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 

SAMPLE  GROUP 
KEYWORDS: 


SPONSOR, 
ORGANIZATIONAL 
UNITS  KEYWORDS: 


Race,  gender,  MOS,  pay  grade,  age, 
demographics . 

WRZ1FCG.EMF8 6. CONTENTS  file  shows  all 
variables  in  this  dataset.  Variable  names  all 
begin  with  “E**;  2nd  character  =  quarter; 
3rd-8th  characters  =  actual  variable  name. 

AFQT  (not  reliable  data) . 


All  enlisted  personnel  at  the  time  of 
quarterly  data  transfer 

Some  EHF  variables  (e.g.,  unit  id,  address, 
security  codes)  are  not  extracted. 


PERSCOM 


GENERAL  DATA  QUALITY: 
ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 


Poor.  Enlisted  personnel  cannot  make 
corrections  in  EMF.  Lagging  data 
entry/updates.  AFQT  scores  are  not  reliable. 

Adequate;  most  active,  enlisted  cases  are 
generally  included. 

Some  variables  are  missing  in  some  years. 
ASVAB  scores  before  82  may  be  invalid;  82-87 
ASVAB  retests  have  only  GT  scores  (all  other 
composites  blanked  out) . 


LONGITUDINAL 

CONSISTENCY:  Completeness  varies  from  year  to  year. 

Promotion  and  demotion  dates  are  only  for  the 
last  event;  no  previous  history.  No 
historical  data  on  MOS  and  job  changes  for 
each  person. 

DATASET  CONSTRAINTS:  No  Information  on  "units"  personnel  are 

assigned.  Expensive  to  process. 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES:  PERSCOM 

ARI  receives  update  data  quarterly. 
C-170 


UPDATE  SCHEDULE: 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  Request  for  a  regular  data  transfer  by  DCSPER 

Report  531.  PERSCOM  automatically  sends  data 
to  ARI. 

FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  No  plan  to  discontinue  updating  the  database. 


LOCATION  OF  DATASET  DOCUMENTATION: 
DATASET  DEVELOPMENT:  NIH 


ON-LINE  DATA 

DICTIONARY:  NIH 

HARD  COPY  DATA 
DICTIONARY:  AIR 

ON-LINE  CODE 

DESCRIPTIONS:  NIH 

HARD  COPY  CODE 
DESCRIPTIONS:  AIR 


DATASET  USAGE: 

DATE  DATASET 

LAST  used:  Current 


CURRENT  DATASET 

USERS:  Multiple  users 

HOW  DATASET  IS 

BEING  USED:  Primarily  for  reference  or  baseline 

descriptive  information. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORISATION:  N/A 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  WANE  OR  PERSON 

Ig„gQMTAgT.IQR 

FURTHER  INFORMATION:  NTF1ARE.EMFLIB( FILES)  on  CAT 
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RESEARCH  PROJECT/AHALYSIS  SECTION 


DATASET  NAME:  Enlisted  Master  File 

PROJECT  name: 

PURPOSE  OP  RESEARCH: 
gg^OR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

FRINCTRAL 
INVESTIGATOR (S) ; 

BEGIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME:  Enlisted  Master  File 

«PT«i»T.n»  No  piiblications 

AQZBQfiZSCISEQEl 

PftTB? 

REPORT  NUMBER: 

WORK  UNIT  number: 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME: 


Enlistment  Decision  Survey 


DATASET  ACRONYM:  EDS 

DESCRIPTION i  Survey  of  expectations  about  the  Army, 

expected  satisfaction  with  the  training  MOS, 
satisfaction  with  the  job  information 
provided  by  the  guidance  counselor, 
satisfaction  with  information  provided  by  the 
recruiter,  self-reports  of  exposure  to  Joint 
Optical  Information  Network  (JOIN) ,  and  the 
importance  of  guarantees  of  training  in  a 
particular  MOS. 

PARENT  DATA  BASE  NAME;  N/A 


PARENT  DATA 

BASE  ACRONYM:  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  MPPRTA 

DATASET  MANAGER;  Tim  Elig 


SOPTNARS/FILE  TYPE: 

OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 

RECORD  LENGTH: 

RECORD  FORMAT: 

NUMBER  OF  RECORDS:  1,356;  341;  37 

NUMBER  OF  VARIABLES: 

SORTED  BY  VARIABLES: 


STORAGE  LOCATION (S) : 


STORAGE  MEDIA: 


DATA  COLLECTION 

METHOD(S) :  Survey 

Extracted  from  existing  management  data 
base 


TYPE  OF  DATA:  Attitude 

YEARS (S>  OF  DATA 

IN  DATASET:  1984-1985 

KggMl  9B 


C-174 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LINKAGE  VARIABLES  TO 

tWRCT  HTH  OTHIB 

datasets:  ssn 

IF  SSM  IS  IN  DATASET 
IS  IT  ENCRYPTED?  N 


KEYWORDS  RELEVANT  TO  THE  DATASET: 

CONCEPT  KEYWORDS:  Expectations  of  Army,  expected  satisfaction 

with  training  MOS,  satisfaction  with  job 
Information  from  guidance  coimselor, 
satisfaction  with  information  from  recruiter 
JOIN,  importance  of  guarantees  of  training  in 
particular  MOS. 

MEASURES  KEYWORDS: 

SAMPLE  GROUP 

KEYWORDS:  Enlisted  personnel  ARI  had  surveyed  at  the 

MEPS  in  September  1984,  Form  H  -  341  recruits 
when  they  accessed.  Form  G  -  37  subjects  who 
failed  to  enlist  per  their  DEP  agreement. 


SPONSOR, 

ORGAMISATZOHAL 

UNITS  KEYWORDS:  DCSPER 


GENERAL  DATA  QUALITY; 
ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY:  N/A 

DATASET  CONSTRAINTS: 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES: 

UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 
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DATASET  DESCRIPTION  SECTION 


DATASETS I  SSN 

IF  88N  18  IN  DATASET 
IS  IT  ENCRYPTED?  Y 


TO  THE  DATASET 8 


CONCEPT  KEYWORDS:  Personnel  liest,  validation,  gunnery,  ECAT 

MEASURES  KEYWORDS:  ASVAB;  ASP;  ABLE;  ICOFT;  UCOFT;  TOW;  RADES; 

aptitude  measures  of  tracking,  orientation, 
maze,  assembling  objects,  reasoning, 
perceptual  speed/accuracy 


SAMPLE  GROUP 

KEYWORDS:  Army  trainees  and  non-commissioned  officers 

(NCO) ,  Naval  enlisted  personnel,  one  dataset 
with  commissioned  officers 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS:  DCSPER 


qeimutfi  pma  qtohty? 

ACCURACY:  Wonderful 


COMPLETENESS:  Varies  with  tests:  giinnery  in  Europe  is 

patchy;  have  individual  predictors  but  only 
crew  level  performance  scores.  ASVAB  is 
complete. 

KNOWN  BIAS:  Does  not  have  all  information  for  all  people. 


LONGITUDINAL 

CONSISTENCY:  Have  predictor  data  and  performance  data. 

Other  longitudinal  measures  are  not 
applicable. 

DATASET  CONSTRAINTS:  Partial  availability  of  criterion  measures. 

ECAT  -  quality  of  criterion  measures  unknown 
for  two  of  three  NOS. 


SMlhaST  .DmhQVnm  AWP  WMUTBWAWgB? 

DATA  SOURCES:  ASVAB  from  DMDC  (as  well  as  most 

demographics) 

ECAT  -  Navy 

Gunnery  -  Fts.  Benning,  Knox,  Bliss,  Europe 
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DATASET  DESCRIPTION  SECTION 


Other  predictor  data  -  Fts.  Benning, 

McLellen,  Leonard  Wood,  Knox,  Bliss,  Jackson, 
Europe,  and  Mayport  Naval  Base 

UPDATE  SCHEDULE t  Updated  as  data  comes  in. 

DESCRIPTION  OP 

ESTABLISHED 

UPDATE  PROCEDURE I  New  datasets  are  added  as  received  from  the 

field,  i.e.,  not  on  a  schedule. 

FUTURE  NAINTEHANCE 

PLANS  FOR  DATASET:  Through  September  1992  add  predictor  and 

performance  data. 


DATASET  DEVELOPMENT:  In  clearance  as  of  3/92 


ON-LINE  DATA 

DICTIONARY:  None 


HARD  COPT  DATA 

DICTIONARY:  AIR  (informal) 

ON-LINE  CODE 

DESCRIPTIONS:  None 


HARD  COPY  CODE 

DESCRIPTIONS:  AIR  (informal) 


DATS  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  Scott  Oppler,  Deb  Whetzel  (AIR) 

HOW  DATASET  IS 

BEING  USED:  As  of  June  1992  -  to  analyze  ECAT  and  USAREUR 

gunnery  data. 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORISATION:  SCTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORISATION  ID:  Contact  dataset  manager 


Clint  Walker 
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RESEARCH  PROJECT/ANALYSIS  SECTION 


DATASET  NAME; 
PROJECT  NAME; 

PURPOSE  OF  RESEARCH; 


SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  numbers; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 

INVESTIGATOR (S) ; 

BBQIN/BND  DATES; 

PQEUiaMEIOW 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 

DATASET  NAME; 

PROJECT  NAME; 

PURPOSE  OF  RESEARCH; 


SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  numbers; 

TECH  ARBA/TEAM 
RESPONSIBLE; 

PBIWCIPAL 
INVESTIGATOR (S) ; 

BBQIN/BND  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


Integrated  Research  Data  Base 

Improving  the  Clarity  of  Instructions  on  the 
Computerized  Tests  of  Temperament,  Spatial, 
and  Psychomotor sab i 1 i ty 

To  evaluate  the  impact  on  time  for  examinees 
to  read  computerized  test  instructions  and  on 
test  scores  of  a  second  generation  of 
editorial  improvement  in  the  instructions. 

ODCSPER  (via  ARI) 


N/A 


MPPRD:  SCTA 


Clint  Walker 

Fiscal  years  1990  -  1991 


Army  receptees  ^i.e.,  new  recruits  about  to 
enter  Basic  Training) . 

Army  receptees  (i.e.,  new  recruits  about  to 
enter  Basic  Training) . 

Integrated  Research  Data  Base 

Order  Effects  in  Computerized  Tests  of 
Spatial  and  Psychomotorsability 

To  determine  whether  examinees'  scores  on  the 
computerized  tests  of  One-hand  Tracking, 
Two-hand  Tracking,  and  Target  Identification 
vary  with  the  serial  position  of  presentation 
in  the  set  of  three  tests. 

ODCSPER  (via  ARI) 


N/A 


SCTA 


Clint  Walker 

Fiscal  years  1990  -  1991 


Army  receptees. 

Army  receptees. 
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RESEARCH  PROJECT/ ANALYSIS  SECTION 


DATASET  name: 

PROJECT  NAME; 

PURPOSE  OP  research: 


sponsor; 

INSTRUMENT  CLEARANCE 
APPROVAL  numbers; 

TECH  AREA/TEAM 

BBgPQWIPMB; 

PRINCIPAL 
INVESTIGATOR (81 ; 

BEQIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 

DATASET  NAME; 

PROJECT  NAME; 

PURPOSE  OP  RESEARCH! 


SPONSOR; 


INSTRUMENT  CLEARANCE 


APPROVAL 


iSB&l 


TECH  AREA/TEAM 

responsible; 


PRINCIPAL 
INVESTIGATOR ( 8 1  I 

gggllf/gWP  PATBP; 


FPPPIATIQII 

PgggRIPTIQWt 


SAMPLE  DESCRIPTION; 


Integrated  Research  Data  Base 

Effects  of  Practice  on  Two  Computerized 
Tests . 

To  determine  whether  practice  on  two 
promising  computerized  tests  (i.e..  Two-hand 
Tracking  and  Target  Identification)  changes 
scores  enough  to  pose  a  threat  to  the  tests 
predictive  validity. 

ODCSPER  (via  ARI) 


N/A 


SCTA 


Clint  Walker 

Fiscal  years  1990  -  1991 


Army  receptees. 

Army  receptees. 

Integrated  Research  Data  Base 

Assessing  the  Equivalence  of  Computerized  and 
Pencil-and-Paper  Tests  of  Spatial  Ability. 

To  determine  whether  medivua  of  administration 
affects  scores,  and  thus  the  ec^ivalence  of 
traditional  paper  and  computerized  versions 
of  the  same  tests. 

ODCSPER 

N/A 

SCTA 

Clint  Walker 

Fiscal  years  1990  -  1991 


Army  receptees. 
Army  receptees. 
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08/24/92 


RESEARCH  PROJECT/ANALYSIS  SECTION 


DATASET  NAME; 
PROJECT  NAME: 

PURPOSE  OF  RESEARCH; 


SPONSOR; 


Integrated  Researcb  Data  Base 

Detection  of  ABLE's  Validity  Scale  Items 

To  determine  how  well  examinees  can  identify 
the  items  in  a  self-report  instrument  that 
are  designed  to  detect  unrealistically 
positive  descriptions  of  self. 

ODCSPER 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS;  N/A 

TECH  AREA/TEAM 
RESPONSIBLE;  SCTA 


PRINCIPAL 
INVESTIGATOR (SI ; 

BEGIN/END  DATES; 

POPULATION 

DESCRIPTION; 


SAMPLE  DESCRIPTION; 


Dale  Palmer 

Fiscal  years  1990  -  1991 

Army  receptees  (i.e.,  trainees  about  to  enter 
Basic  Training) 

Amny  receptees. 


C-180 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME; 
TITItEl 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


Integrated  Research  Data  Base 

Selection  and  Classification  Tests  for  Critical 
Military  Occupational  Specialites 

S.  H.  Oppler,  N.  G.  Peterson,  D.  L.  Vlhetzel,  D. 
Steele 

March  1992 

Research  Note 

23701 


C-181 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME? 
DATASET  ACRONYM; 
DESCRIPTION; 


PARENT  DATA  BASE  NAME; 


Longitudinal  Research  on  Officer  Careers 
LROC 

Survey  data  on  officer  career  Issues: 
demographics,  assignments,  perception  of  Army 
life,  spouse  information,  economic  issues, 
leadership  and  organizational  issues,  impact 
of  downsizing. 

N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 


TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  LOCTA 

DATASET  MANAGER;  Beverly  Harris 


DATASET  STRUCTURE; 


SOFTWARE/FILE  TYPE; 
OPERATING  SYSTEM; 

8AS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES; 
SORTED  BY  VARIABLES: 


SAS,  SPSS 
IBM 

WTFEMZS . LROC88 (89 , 90C) . SAS . FORMATS 

Undefined 

5,000  -  5,553/year 

211  -  261/year 

SSN 


STORAGE  LOCATION (S);  NIH 


STORAGE  MEDIA; 


Magnetic  tape 
MSS 


DATA  COLLECTION 

METHOD (8);  Survey 


TYPE  OF  DATA;  Officer  data:  Demographics,  assignments, 

perception  of  Army  life,  spouse  information, 
economic,  leadership/organizational , 
downsizing  issues. 


YEARS (8)  OF  DATA 

IN  DATASET;  1988,  1989,  1990 

FISCAL  OR 

CALENDAR  YEAR;  C 


C-182 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LINKAGE  VARIABLES  TO 

MERgg  WlCT-fiTBBB 

DATASETS «  SSN 

IF  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED?  N 


KEYWORDS  REL 


TO 


THE  DATASET; 


CONCEPT  KEYWORDS:  Longitudinal  survey,  officer  careers, 

milita^  personnel,  officer  retention, 
re -enlistment  intentions,  downsizing. 

MEASURES  KEYWORDS: 


SAMPLE  GROUP 

KEYWORDS:  Commissioned  officers  (from  USMA,  ROTC,  OCS, 

direct  commission) .  Stratified  random 
sample.  100%  female  USMA  graduates.  An 
oversample  female  officers  in  general,  mostly 
junior  company  grade. 

SPONSOR, 

ORGANI RATIONAL 

UNITS  KEYWORDS:  DCSPER/CAL 


gEMBRMi-PAgll  QgAL^TX; 
accuracy: 

COMPLETENESS: 
KNOWN  BIAS: 


LONGITUDINAL 

CONSISTENCY: 


DATASET  CONSTRAINTS! 


Good. 

Complete. 

Stratification  based  on  source  of  commission 
and  sex.  Same  sampling  procedure  used  for 
1988,  1989,  and  1990  surveys. 


Generally  the  same  data  collected  across 
years  with  some  additions  and  deletions. 

Fusing  SAS  files  -  can  not  merge  yearly  files 
because  each  uses  different  SAS  LIB  files. 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 


DATA  SOURCES:  ARI  survey. 

UPDATE  SCHEDULE:  1992  suzvey  planned. 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  Conduct  yearly  survey. 


FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  1992  survey  planned  —  being  conducted  by 

C-183 


08/24/92 


DATASBT  DESCRIPTION  SECTION 

contractor. 

LOCATION  OF  DATASBT  DOCUMENTATION; 

DATASET  DEVELOPMENT:  None 
ON-LINE  DATA 

DICTIONARY:  SAS  Proc  Contents/Display  Dictionary 

HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 

DESCRIPTIONS:  SAS  Proc  Contents/Display  Dictionary 

HARO  COPY  CODE 
DESCRIPTIONS: 


DATASBT  USAGE: 

DATE  DATASBT 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  LOCTA  Team 


HOW  DATASBT  IS 

BEINO  USED:  Longitudinal  analyses  of  officer  careers. 

OFFICE  TO  CONTACT 
FOR  DATASET  USB 
AUTHORIZATION:  LOCTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

iR  INFORMATION: 


Beverly  Harris 


C-184 


08/24/92 


RESEARCH  PR0JECT/AKALY8IS  SECTION 


DATASET  NAME: 

PROJECT  NAME; 

PURPOSE  OP  RESEARCH; 


SPONSORS 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS S 

TECH  AREA/TEAM 
RESPONSIBLE S 

PRINCIPAL 
INVESTIGATOR fS>  S 

BEGIN/END  DATES: 

POPULATION 

DESCRIPTION; 


SAMPLE  DESCRIPTION; 


Longitudinal  Research  on  Officer  Careers 

Longitudinal  Research  on  Officer  Careers 
Project  (LROC) 

To  examine  factors  in  the  career  decision 
process  of  officers;  to  examine  the  effects 
of  downsizing  on  attitudes,  intentions,  and 
satisfaction  of  officers. 

N/A 

N/A 

PUTA 

Beverly  Harris 
December  1988  -  date 


1)  Company  grade  active  duty  officers  for 
1988,  1989  survey  years  in  basic  year  groups 
beginning  1980  to  current.  2)  Company  grade 
and  field  grade  active  duty  officers  for  1990 
survey  years  in  basic  year  groups  1980  to 
current. 

Stratified  by  gender  and  source  of  commission 
within  year  group  for  1988,  1989,  and  1990. 
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08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME; 
TITLE; 

author/editor; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 


Longitudinal  Research  on  Officer  Careers 

Junior  Army  Officer  Retention  Intentions:  A  Path 
Analytic  Model 

M.  Teplitzky 

June  1991 

934 

2304-Hl 

Longitudinal  Research  on  Officer  Careers 

Career  Intentions  and  Behavior  of  Army  Officers: 

A  Model  Testing  Approach 


AUTHOR/EDITOR ; 
DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


T .  J .  Guthrie 

1992 

946 

2301 


C-186 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 

DATASET  ACRONYM; 
DESCRIPTION; 


PARENT  DATA  BASE  NAME; 


Mini  Surveys  of  Total  Army  Military  Personnel 
(Forms  1  and  2  for  Mobilized  Reservists) 

Mini  STAMP 

Mailed  survey  of  618  reservists  mobilized 
during  Desert  Shield/Storm.  Linked 
information  from  EMF,  OMF,  SIDPERS-USAR, 
SIDPERS  ARMG.  Focused  on  experiences  while 
mobilized  and  impact  on  civilian  career  and 
family. 

N/A 


PARENT  DATA 

BASE  ACRONYM;  N/A 


TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  MPPRTA 

DATASET  MANAGER;  Tim  Elig 


DATASET  STRUCTURE; 


SOFTWARE/FILE  TYPE; 
OPERATING  SYSTEM; 

8AS  FORMAT  LIBRARY: 
RECORD  LENGTH; 
RECORD  FORMAT; 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS,  Flat 

SASFILES/CATALOGS/FORMATS . SCT 
323 

618 

150 

None 


STORAGE  LOCATIONCSl;  ARI  PC 


STORAGE  MEDIA; 


Online  disk 


DATA  COLLECTION 

METHOD (8);  Survey 

Extracted  from  existing  management  data 
base  (EMF) 


mg-QF-PATAl 


■™BS(g}-0y-B^TA 

m..BMhSSTl 

FISCAL  OR 

CMfaBKPM-YBftB.; 


Attitude,  self-reported  behaviors  and  events, 
management  database  information 

1991 

C 


C-187 


08/24/92 


DATASET  DESCRIPTION  SECTION 


SSN 

Y 


CONCEPT  KEYWORDS:  Mobilization,  Operation  Desert  Shield, 

Operation  Desert  Storm,  reserve  components 

MEASURES  KEYWORDS:  N/A 


SAMPLE  GROUP 

KEYWORDS:  USAR  ARNG  IRR 

Enlisted  warrant  officers,  commissioned 
officers 


SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  DCSPER,  ASA/MNRA,  OCAR,  NGB 


LONGITUDINAL 

CONSISTENCY: 


Low  item  non-response^  but  see  Main  STAMP 
surveys  for  more  detailed  survey. 

Active  duty  files  used  for  sampling  not  well 
maintained  due  to  pressure  of  mobilization. 
Representativeness  of  sample  not  easily 
determined.  Sample  over  represents  officers 
and  those  deployed  to  Europe,  and  drastically 
under  represents  those  deployed  to  SE  Asia. 


N/A 


DATASET  CONSTRAINTS: 


DATA  SOURCES: 


EMF,  survey,  personnel  management  records 


UPDATE  SCHEDULE: 


None  planned. 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  N/A 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET:  N/A 


C-188 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LOCATION  OP  DATASET  DOCUMENTATION; 

DATASET  DEVELOPMENT:  Tim  Elig 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 

DICTIONARY:  In  preparation 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 

DESCRIPTIONS:  In  preparation 


DATASET  usage: 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  L.  Oliver,  B.  Harris,  C.  Middlestead,  B. 

Francis,  T,  Elig 

HOW  DATASET  IS 

BEING  USED:  Descriptive  and  correlational  research 


OFTICB  TO  CONTACT 
TOR  DATASET  USE 

AUTHORIZATION:  DCSPER/DMPM 


PROCEDURE  TOR 
OBTAINING 
AUTHORIZATION  ID: 


TILE  NAME  OR  PERSON 
TO  CONTACT  TOR 

FURTHER  INTORMATION:  Tim  Elig 


C-189 


08/24/92 


RESEARCH  PROJECT/AMALYSZ8  SECTION 


DATASET  NAME: 


Mini  Surveys  of  Total  Army  Military  Personnel 
(Forms  1  and  2  for  Mobilized  Reservists) 


PROJECT  NAME: 


Initial  Stamp  Survey 


PURPOSE  OF  RESEARCH;  To  provide  immediate  information  on  the 

mobilization  experiences,  attitudes,  and 
career  intentions  of  Reservists  mobilized  for 
Operation  Desert  Storm. 


SPONSORS 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 

TECH  AREA/TEAM 
RESPONSIBLE: 

PRINCIPAL 
INVESTIGATOR (8) S 

BEQIN/END  DATES: 

POPULATION 

PB&gRICTIQS; 


In-house 


USAPIC 

MPPRG 

Timothy  Elig,  Beverly  Harris,  Laurel  Oliver 
March  1991  -  August  1991 


618  total  respondents:  284  Commissioned 
officers,  284  enlisted  personnel,  50  Warrant 
officers.  Reserve  soldiers  mobilized  for 
Operation  Desert  Storm. 


SAMPLE  DESCRIPTION:  Sampled  1,400  total;  because  of  inaccurate 

addresses  only  1,202  were  deliverable:  681 
enlisted,  521  officers. 
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08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME;  Mini  Surveys  of  Total  Amy  Military  Personnel 

(Foms  1  and  2  for  Mobilised  Reservists) 

TITLE:  The  1991  Survey  of  Mobilized  Reserve  Soldiers: 

Comments  on  Experiences  in  Operation  Desert 
Shield/Desezi:  Storm 


AUTHOR/EDITOR: 

DATE: 

REPORT  NUMBER: 
WORK  UNIT  NUMBER; 
PATftSBT  BMff? 


XlXlifil 


B.  C.  Harris 
October  1991 


Mini  Surveys  of  Total  Amy  Military  Personnel 
(Foms  1  and  2  for  Mobilized  Reservists) 

Attitudes  of  Mobilized  Amy  Personnel  Toward 
Leadership,  Training,  and  Family  Issues: 
Proceedings  of  the  33rd  Annual  Military  Testing 
Association  San  Antonio,  Texas  Oct.  28  -  Nov.  1, 
1991 


AUTHOR/EDITOR; 

PATBI 

REPORT  NUMBER; 
WORK  UNIT  NUMBER: 
DATASET  NAME: 

TITLE; 

AUTHOR/EDITOR; 


DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMB 


L.  W.  Oliver 
October  1991 


Mini  Surveys  of  Total  Amy  Military  Personnel 
(Foms  1  and  2  for  Mobilized  Reservists) 

1991  Survey  of  Mobilized  Reservists:  Attitudes  and 
Experiences  During  Operaton  Desert  Storm 

B.  C.  Harris,  T.  W.  Elig,  and  L.  W.  Oliver 
(editors) 

April  -  May  1991 

In  preparation 


C-191 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 
DATASET  acronym; 
IggCBIPTIQg; 


Minlmaster  File  1983-1991 
N/A 

Information  on  every  recruit  signing  an  Army 
enlistment  contract. 


PARENT  DATA  BASE  NAME! 

PARENT  DATA 
BASE  ACRONYM; 

TE<?migAIiJ^Ay 
TBMf  RBgPQWPIBW? 

DATASET  MANAGER: 


N/A 

N/A 

MPPRTA 

Abraham  Nelson 


DATASET  STRUCTURE; 


SOFTWARE/FILE  TYPE: 
OPERATINQ  SYSTEM: 

SA8  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


Flat  file 


IBM 

N/A 

Varies 

FB 

Varies 

Varies 

SSN 


by  year 

by  year 
by  year 


STORAGE  LOCATION(S):  NIH 


STORAGE  MEDIA: 


Magnetic  tapes 


PATH  gQy^LECTIOM 

METBODCgU  Extracts  from  existing  management  data 

bases 


TYPE  OF  DATA:  Demographics,  education,  AFQT  and  ASVAB 

scores,  incentive  program,  enlistment 
options,  bonus  program,  sign-up  location, 
receipt  of  Army  College  Fund. 

YEARS (B>  OF  DATA 

IN  DATASET:  1983  -  1991 

FISCAL  OR 

CALENDAR  YEAR:  F 


LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 


C-192 


08/24/92 


DATASET  DESCRIPTION  SECTION 


P^TAgBTg; 


Li  »r-m  ■?.  -iuMMs 


CONCEPT  KEYWORDS: 


XBASURBS  KEYWORDS! 

SAMPLE  GROUP 
KEYWORDS: 


Enlistment  incentive  choices,  OEP  loss 
(delayed  entry  program) ,  attrition 

AFQT,  ASVAB  components 


Entire  population  of  recruits  who  signed 
contract. 


SPONSOR, 
ORGANISATIONAL 
UNITS  KEYWORDS: 


USAREC 


ACCURACY: 
COMPLETENESS: 
KNOWN  BIAS: 


Fair. 

Complete. 


LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


Variables  were  added  over  time. 

No  size  or  speed  problem  if  used  with  the  NIH 
computer.  May  have  duplicate  records.  For 
the  1983-1984  data,  SSNs  are  intact.  For  1985 
on,  SSNs  are  split  into  two  parts. 


DATA  SOURCES: 

UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


USAREC.  MEPRS  data  and  by  request. 
End  of  each  fiscal  year. 


ARI  makes  data  request  each  year. 


Continue  updates  and  maintenance, 


DATASET  DEVELOPMENT:  Not  available 


OM-LXNE  DATA 
DICTIONARY: 


C-193 


08/24/92 


DATASET  DESCRIPTION  SECTION 


HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


Abraham  Nelson 
N/A 

Abraham  Nelson 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  MPPRTA 


HOW  DATASET  IS 

BEING  USED:  Assess  the  impact  of  Operation  Desert  Shield 

on  enlistment  and  DEP  loss. 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  N/A 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  COMTACT  FOR 

FURTHER  INFORMATION:  Abraham  Nelson 


C-194 


08/24/92 


RESEARCH  PROJECT/ANALYSZ8  SECTION 


SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR ( 8  ^ ; 


^EGIN/END  DATES; 


Minimaster  File  1983-1991 

Delayed  Entry  Program  Losses 

The  purpose  of  this  research  was  to  identify 
personal  characteristics,  economic  factors, 
and  enlistment  policies  related  to  Army 
Delayed  Entry  Program  losses. 

USAREC 


N/A 


MPPRTA/Manpower  Planning  Team 


Abraham  Nelson 
1985  -  1990 


All  individuals  who  signed  Army  enlistment 
contracts  during  fiscal  years  1983  through 
1991. 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  FROJECT/ANALYSIS 


DATASET  NAME;  Minimaster  File  1983-1991 

TITLE;  Microdata  Model  of  Delayed  Entry  Program  (DEP) 

Behavior 


AUTHOR  "EDITOR; 
DATE; 

REPORT  NUMBER; 
WORE  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORE  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORE  UNIT  NUMBER; 
DATASET  MAME& 
TITLE; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


C.  E.  Phillips,  E.  Schmitz 
1985 

Technical  Report  666 

Minimaster  File  1983-1991 

An  Event  History  Analysis  of  DEP  Contract  Losses 

J.  F.  Celeste,  M.  J.  Wilson 

1985 


Minimaster  File  1983-1991 

Delayed  Entry  Program  (DEP)  Loss  Behavior 

A.  Nelson 

September  1988 

Technical  Report  823 

H.l 

Minimaster  File  1983-1991 

Delayed  Entry  Program:  A  Policy  Analysis 

A.  G.  Manganaris,  C.  E.  Phillips 

1985 

Technical  Report  679 
H.l 


C-196 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME; 
TITLE; 

ADTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


Minimaster  File  1983-1991 

Delayed  Entry  Program  (DEP)  Attrition:  A 
Microdata  Model 

C.  E.  Kearl,  A.  Nelson 

May  1990 

Technical  Report  889 
H.l 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


National  Longitudinal  Survey  Profile  of 
American  Youth  Subset 

NLS  PAY  (DOL) 

Approximately  12,000  youth  age  14-21  in  1979 
AFQT,  ongoing  post  high  school  plans, 
enlistment  propensity,  educational 
expectations,  marriage,  family  background, 
economic  status,  ASVAB,  employment  history, 
educational  quality,  etc. 


National  Longitudinal  Survey  Profile  of 
American  Youth 

NLS  PAY 


MPPRTA/Manpower  Planning  Team 
Naomi  Verdugo  as  of  11/91 


SOFTNARB/7ILB  TYPE:  SAS 

OPERATINa  SYSTEM:  IBM 

SAS  FORMAT  LIBRARY:  NTFIARE.PROCLIB 

RECORD  LENGTH:  2,138 

RECORD  FORMAT:  Undefined 

NUMBER  OF  RECORDS:  12,686 

NUMBER  OF  VARIABLES:  989 
SORTED  BY  VARIABLES:  N/A 


NIH 


Hass  storage  (MSS) 


MgTBQPCg); 


Survey 

Interview 


Cognitive  testing,  attitude  assessment, 
aptitude  test,  educational  attainment,  ASVAB 
AFQT,  demographics 


ARI  has  1979-1989 


C-198 


08/24/92 


DATASET  DESCRIPTION  SECTION 


PISCAD  OR 

CALENDAR  YEAR:  C 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
DATASETS*  N/A 

IF  SSN  IS  IN  DATASET 

its  BMGRYmP?  N 


KEYWORDS  RELEVANT  TO  THE  DATASET; 


CONCEPT  KEYWORDS:  Attitude,  family  background,  ASVAB,  AFQT, 

post  high  school  plans,  employment, 
enlistment,  propensity,  educational 
attainment,  educational  expectations 

MEASURES  KEYWORDS:  AFQT,  ASVAB 


SAMPLE  GROUP 

KEYWORDS:  1)  14-21  year  olds  as  of  January  1,  1979. 

2)  Supplemental  sample  of  Hispanics,  blacks, 
and  poor  whites. 

3)  17-21  year  olds  as  of  January  1,  1979 
serving  in  the  military  as  of  September  30, 
1978. 


SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  N/A 


GENERAL  DATA  QUALITY; 

ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


Excellent 

Good 

None 

Good 

Design  effect  in  documentation. 


DATASET  DEVELOPMENT  AND  MAINTENANCE; 

DATA  SOURCES:  N/A 

UPDATE  SCHEDULE:  DOL  updates  annually.  No  current  plans  to 

acquire  past  1987.  Data  are  very  expensive 
to  buy. 


DESCRIPTION  OF 
ESTABLISHED 
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DATASET  DESCRIPTION  SECTION 

UPDATE  PROCEDURE:  N/A 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET:  None 


LOCATION  OF  DATASET  DOCUMENTATION: 
DATASET  DEVELOPMENT:  MPPRTA 


ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


Run  through  SAS 
MPPRTA 

None 

MPPRTA 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  Roy  Nord 

HOW  DATASET  IS 

BEING  USED:  Cost  effectiveness  of  ACF 

Estimating  enlistment  propensity 

Estimating  AFQT  distributions  by  demographic 

groups 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 

AUTHORIZATION:  None  required 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Roy  Nord 


C-200 


08/24/92 


RESEARCH  PROJECT/ANALY8ZS  SECTION 

DATASET  NAME I  National  Longitudinal  Survey  Profile  of 

American  Youth  Subset 

PROJECT  NAME; 

PURPOSE  OF  RESEARCH; 

SPONSOR; 

INSTRUMENT  CLEARANCE 

APPBQTMt  WPMPgyg; 

TECH  AREA/TEAM 

RBSPQWIBliB?  mpprg 

PRTNgiPRt 
INVESTIGATOR (S) ; 

BEQIN/END  DATES; 

POPULATION 

description; 

SAMPLE  DESCRIPTION; 


C-201 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME;  National  Longitudinal  Survey  Profile  of 

American  Youth  Subset 


title; 

AUTHOR/EDITOR; 


DATE; 

BE?QR£ 


£E1 


WORK  UNIT  NUMBER; 


No  piiblications 


C-202 


08/24/92 


DATASET  DESCRIPTION  SECTION 


PATAggT 


New  Recruit  Survey 


DATASET  acronym;  NRS 

DESCRIPTION t  Survey  of  new  recruits  regarding  demographic 

characteristics  and  enlistment  motivations 
from  1982-1991.  Regular  Army  is  Form  A. 
National  Guard  and  Army  Reserve  are  Form  B. 


PARENT  DATA  BASE  NAME:  N/A 


BASE  ACRONYM;  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  MPPRTA 

DATASET  manager:  Tim  Elig 


DATASET  STRUCTURE: 

SOTTHARE/PILE  TYPE:  SAS,  SPSS 

OPERATING  SYSTEM:  IBM 

SAS  FORMAT  LIBRARY: 

RECORD  LENGTH: 

RECORD  FORMAT:  Undefined 

NUMBER  OF  RECORDS: 

NUMBER  OF  VARIABLES: 

SORTED  BY  VARIABLES: 


gTQWiCT  IiQgMIQWigll  NIH 


gTOP;^gg 


Magnetic  tape 


MBTHffPiai?  Survey 

Extracted  from  existing  management  data 
base 


TYPE  OF  DATA:  Demographics,  MOS,  attitudes,  enlistment 

reasons,  education,  enlistment  option, 
sources  of  Army  information 

YEARS (81  OF  DATA 

IN  DATASET:  Survey  1982-1991 

nSQhh  QB 
gMigMPMLimi 


LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 


C-203 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASETS:  SSN 

IF  88N  IS  IN  DATASET 
IS  IT  ENCRYPTED?  N 


KETNORDS  RELEVANT  TO  THE  DATASET: 

CONCEPT  KBTNORDS:  Enlistment  motivation,  recruitment 

information,  feunily  characteristics,  new 
recruit  demographics,  career  intentions, 
enlistment  incentives 

MEASURES  KEYWORDS: 

SAMPLE  GROUP 

KEYWORDS:  New  recruits:  Regular  Army,  U.S.  Army 

Reserve,  National  Guard 

SPONSOR, 

ORGAHIZATIOMAL 

UNITS  OYWORDS:  USAREC,  DCSPER 


GENERAL  DATA  QUALITY: 

ACCURACY: 

COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY:  Changes  due  to  conversion  to  optical  scanning 

format.  Other  changes  in  variables  over  the 
years  are  well  documented. 


DATASET  CONSTRAINTS: 


DATASET  DEVELOPMENT  AND  MAINTENANCE; 

DATA  SOURCES:  ARI  survey,  ORMF  data,  MEPRR/REQUEST  derived 

variables 


UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


LOCATION  OF  DATASET  DOCUMENTATION: 


DATASET  DEVELOPMENT:  MPPRTA 


08/24/92 


DATASET  DESCRIPTION  SECTION 


ON-LINE  DATA 
DICTIONARY: 

HARD  COPT  DATA 

DICTIONARY:  MPPRTA 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODS 
DESCRIPTIONS:  MPPRTA 


DATASET  USAGE: 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BSIHQ  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  HAKE  OR  PERSON 
TO  CONTACT  FOR 

8R  information: 


Tim  Elig 


C-205 


08/24/92 


RESEARCH  PROJECT/ANALYSZS  SECTION 

DATASET  NAME:  New  Recruit  survey 

PROJECT  MAMEt 
PURPOSE  OF  research; 

SPONSOR 8 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR (S) 8 

BEQIN/END  DATES; 

POPULATION 

DESCRIPTIONS 

SAMPLE  DESCRIPTION; 


C-206 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 

DATASET  NAICBt  Neir  Recruit  Survey 

ZIZXifil 

AOTBOB/BPHa&l 

PMES. 

REPORT  NUMBER; 

WORK  UNIT  NUMBER; 


C-207 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME? 


Officer  Core  Data  Set 


DATASET  ACRONYM; 
DESCRIPTION; 


name; 


N/A 

Army  commissioned  officer  personnel  dataset. 
Contains  the  last  or  most  recent  information 
on  all  officers  in  Active  Regular  Army  from 
FY70  to  FY90.  It  is  an  extraction  of  the 
Officer  Master  File  (OMF) . 

Officer  Longitudinal  Research  Data  Base 


PARENT  DATA 

BASE  ACRONYM;  OLRDB 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE;  MPPRTA 

DATASET  MANAGER;  Tanya  Guthrie 


DATASET  STRUCTORE; 


SOFTWARE/FILE  TYPE; 
OPERATING  SYSTEM; 

SAS  FORMAT  LIBRARY; 
RECORD  LENGTH; 
RECORD  FORMAT; 
NUMBER  OF  RECORDS; 
NUMBER  OF  VARIABLES; 
SORTED  BY  VARIABLES; 


SAS 

IBM 

WRZ IKFD . OLRDB . FORMATS 
N/A 

Undefined 


310,020 

127 

Matchcod 


STORAGE  LOCATION (S);  NIH 


STORAGE  MEDIA; 


Magnetic  Tape 


DATA  COLLBCTTQN 

tfBTgop(g)  I  Extracted  from  existing  management  data 

base 


TYPB  py  pmi  Personnel  (demographic,  job  history, 

educational  background,  military  variables) 

YEARS (81  OF  DATA 

IN  DATASET;  1970-1990 

FlggMt  ..PR 

CALENDAR  YEAR;  F 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 


C-208 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASETS!  Matchcod 

IF  88N  18  IN  DATASET 

IS  IT-BHSmiBia  ¥ 


KEYWORDS  RELEVANT  TO  THE  DATASET! 

CONCEPT  KEYWORDS:  Promotion  history,  officer  retention,  officer 

career  development,  longitudinal  research, 
OMF/SOMF 

MEASURES  KEYWORDS: 

SAMPLE  GROUP 

KEYWORDS:  Commissioned  officers  -  entire  population 

SPONSOR, 

0R6ANI RATIONAL 

UNITS  KEYWORDS:  PERSCOM 


GENERAL  DATA  QUALITY: 

ACCURACY:  Good 

COMPLETENESS:  Good.  1970  through  1978  contain  only  data 

from  the  Master  and  Loss  Files  (MLF) . 

KNOWN  BIAS: 


LONGITUDINAL 

CONSISTENCY:  Changes  in  data  and  codes  documented. 

DATASET  CONSTRAINTS:  Contains  only  the  last  or  most  recent 

personnel  record  of  an  officer.  Active  duty 
and  separation  flags  were  created  in  order  to 
track  the  years  of  an  officer's  career. 


nAarrEwaifSB;. 


DATA  sources: 


UPDATE  SCHEDULE: 

description  of 

ESTABLISHED 
UPDATE  procedure: 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


PERSCOM  maintains  the  OMF/SOMF  files. 
Defense  and  Manpower  Data  Center  (DMDC) 
supplies  the  MLF  data. 

Annual 


ARI  contacts  PERSCOM  to  request  fiscal  year 
end  OMF  and  SOMF  data  files.  The  Officer 
Longitudinal  Dataset's  existing  records  are 
updated  and  new  officers  are  added.  The  core 
section  is  then  read  into  SAS  to  create  the 
updated  Core  Dataset. 


Annual  update 
C-209 


08/24/92 


DATASET  DESCRIPTION  SECTION 


LOCATION  OP  DATASET  DOCUMENTATION; 
DATASET  DEVELOPMENT:  HPPRTA 


ON-LINE  DATA 

DICTIONARY:  SAS  Proc  Contents 


HARD  COPY  DATA 

DICTIONARY:  MPPRTA 

ON-LINE  CODE 

DESCRIPTIONS:  None 

HARD  COPY  CODE 
DESCRIPTIONS:  MPPRTA 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  MPPRTA 


HOW  DATASET  IS 

BBINO  USED:  Link  with  ARI  surveys;  officer  population 

data 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tanya  Guthrie 


C-210 


08/24/92 


RESEARCH  PROJECT/ ANALYSIS  SECTION 


Officer  Core  Data  Set 
OLRDB 

To  provide  adjunct  data  base  on  officer 
personnel  characteristics 

N/A 

N/A 

MPPRG 

Tanya  Guthrie 
Ongoing 

Officers  on  active  duty  or  who  have  separated 
from  1970  through  1990. 

Officers  on  active  duty  or  who  have  separated 
from  1970  through  1990. 


C-211 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME; 

TITLg; 

AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 


Officer  Core  Data  Set 

Career  Intentions  and  Behavior  of  Army  Officers: 
A  Model  Testing  Approach 

T.  J.  Guthrie 

1992 

TR  942 

2301 

Officer  Core  Data  Set 

Tenure  Patterns  of  U.S.  Commissioned  Officers  in 
the  1970s  and  1980s 


AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 


F.  T.  Hunter 
1988 

Research  Note  88-63 

Officer  Core  Data  Set 

U.S.  Army  Research  Institute  Officer  Longitudinal 
Research  Data  Base  (OLRDB)  Users  Manual 


AUTHOR/EDITOR;  F.  T.  Hunter,  D.  L.  Rachford,  D.  R.  Kelly,  D. 

Duncan 


DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 


AUTHOR/EDITOR; 

DATE; 


REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


1987 

Research  Product  87-25 

Officer  Core  Data  set 

Development  of  Core  Data  Set  of  the  Officer 
Longitudinal  Research  Data  Base 

D.  D.  Younkman 

1987 

Research  Product  87-22 


C-212 


08/24/92 


PUBLICATIONS  BELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 


DATASET  NAME; 

TITWl 


ADTHORyEPITOR: 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLB_1 


AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


Officer  Coxa  Data  Set 

Officer  Longitudinal  Research  Data  Base  (OLRDB) : 
Users  Manual 

D.  D.  Younkman,  L.  J.  Ramsey,  T.  J.  Guthrie 
1992 

Research  Note  92-17 
2301 

Officer  Core  Data  Set 

Evaluation  to  Redesign  a  Prototype  Officer  Data 
Base  for  Interdisciplinary  Research 

D.  D.  Younkman,  L.  J.  Ramsey,  T.  J.  Guthrie 

1992 

Research  Note  92-16 
2301 


C-213 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  name; 
DATASET  ACRONYM; 
DESCRIPTION: 


PARENT  DATA  BASE  NAME: 


Officer  Longitudinal  Data  Set 
N/A 

Army  commissioned  officer  personnel  dataset. 
Each  officer  record  consists  of  yearly 
segments,  each  containing  the  history  of  an 
officer's  career.  See  also  Officer  Core  Data 
Set. 

Officer  Longitudinal  Research  Data  Base 


PARENT  DATA 

BASE  ACRONYM;  OLRDB 


TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  MPPRTA 

DATASET  MANAGER:  Tanya  Guthrie 


DATASET  STRUCTURE: 


SOFTWARE/FILE  TYPE:  Flat 

OPERATING  SYSTEM:  IBM 

SA8  FORMAT  LIBRARY:  N/A 

RECORD  LENGTH:  1,923 

RECORD  FORMAT:  FB 

NUMBER  OF  RECORDS:  310,020 


NUMBER  OF  VARIABLES:  924 
SORTED  BY  VARIABLES:  Matchcod 


STORAGE  LOCATION (S):  NIH 


STORAGE  MEDIA; 


Magnetic  Tape 


pm  gQLiiBCTiay 

METHOD (B> :  Extracted  from  existing  management  data 

base 


TI2g  fig-Pmi  Personnel  (demographic,  job  history,  military 

variables,  educational  background) 

YBMtf  (g)  Qf  pm 

IN  DATASET:  1970-1990 

FISCAL  OR 

CALENDAR  YEAR:  F 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 


C-214 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASETS :  Matchcod 

IF  SSN  IS  IN  DATASET 
IS  IT  ENCRYPTED?  Y 


KEYWORDS  RELEVANT  TO  THE  DATASET: 

CONCEPT  KEYWORDS:  Promotion  history,  officer  retention,  officer 

career  development,  OMF/SOMF,  longitudinal 
research 

MEASURES  KEYWORDS: 

SAMPLE  GROUP 

KEYWORDS:  Commissioned  officers  -  entire  population 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS:  PERSCOM 


GENERAL  DATA^ALITY: 
ACCURACY: 
COMPLETENESS: 

KNOWN  BIAS: 

LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


Good 

1970  through  1978  contain  only  data  from  the 
Master  and  Loss  Files  (MLF) . 

None 


Variables  and  codes  have  changed  and  are 
tracked  by  PERSCOM  in  the  OMF  documentation. 

Large  dataset  with  many  variables. 


DATASET  DEVELOPMENT  AND  MAINTENANCE: 

DATA  SOURCES:  PERSCOM  maintains  the  OMF/SOMF  files. 

Defense  and  Manpower  Data  Center  (DMDC) 
supplied  the  MLF  data. 

UPDATE  SCHEDULE:  Annual 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  ARI  contacts  PERSCOM  to  request  fiscal  year 

end  OMF  and  SOMF  data  files.  Existing 
officer  records  are  updated  and  new  officers 
are  added  to  the  data  set.  The  variable 
codes  are  recoded  to  current  code  values. 


FUTURB  MAINTENANCE 

PLANS  FOR  DATASET:  Annual  update 


LOCATION  OF  DATASET  DOCUMENTATION: 


C-215 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  DEVELOPMENT:  MPPRTA 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 

DICTIONARY:  MPPRTA 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS:  MPPRTA 


DATASET  USAGE; 

DATS  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  MPPRTA 

HOW  DATASET  IS 

BEING  USED:  Link  with  ARI  surveys;  officer  population 

data 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  MPPRTA 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  information:  Tanya  Guthrie 


C-216 


08/24/92 


RESEARCH  PR0JECT/AMALY8IS  SECTION 


DATASET  NAME:  Officer  Longitudinal  Data  Set 

PROJECT  NAME;  OLRDB 


PURPOSE  OP  RESEARCH:  To  provide  adjunct  data  base  on  officer 

personnel  characteristics. 


SPONSOR: 


INSTRUMENT  CLEARANCE 


APPROVAL 


ERS; 


TECH  AREA/TEAM 

responsible: 


railfgIPMf 

INVESTIOATORtSI : 


BEQIN/END  DATES: 


lation 
description: 


SAMPLE  DESCRIPTION: 


N/A 

N/A 

MPPRTA 


Tanya  Guthrie 
Ongoing 


Officers  on  active  duty  or  who  have  separated 
from  1970  through  1990.  Annual  extract  of 
Core  data  set  for  each  year. 

Officers  on  active  duty  or  who  have  separated 
from  1970  through  1990.  Annual  extract  of 
Core  data  set  for  each  year. 


C-217 


08/24/92 


PUBLICATIONS  BELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 
DATASET  NAMES  Officer  Longitudinal  Data  Set 

XlZLfil  Officer  Longitudinal  Research  Data  Base  (OLRDB) : 

Users  Manual 


AUTHOR/EDITOR: 

DATE; 

IggQBT  HSaggRl 
IKBS-TOIg-MTOffiBRi 
PATAgBT  HM«? 
SIZIifil 


AUTHOR/EDITOR: 


date: 

REPORT  number: 

WQBg.PWIT  WWfPBB; 


O.  D.  Younkman,  L.  J.  Ramsey,  T.  J.  Guthrie 
1992 

Research  Note  92-17 
2301 

Officer  Longitudinal  Data  Set 

U.S.  Army  Research  Institute  Officer  Longitudinal 
Research  Data  Base  (OLRDB) :  Users  Manual 

F.  T.  Hunter,  D.  L.  Rachford,  D.  R.  Kelly,  D. 
Duncan 

1987 

Research  Product  87-25 


C-218 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  name: 


Project  A/Career  Force  Longitudinal  Research 
Data  Base 


DATASET  ACRONYM: 
DESCRIPTION: 


PRRBWT  PATA 


Project  A  or  LRDB 

This  data  base  includes  hundreds  of  data  sets 
collected  for  Project  A  and  Career  Force. 
These  projects  collect  job  performance 
measures  and  predictors  including  hands-on 
tests ^  job  knowledge  tests,  job  history 
questionnaires,  job  satisfaction 
questionnaires,  situational  judgement  tests, 
role  play,  ratings  on  Army-wide  dimensions, 
ratings  on  combat  dimensions,  ratings  on  HOS 
specific  dimensions,  personnel  file  form 
data,  physical  requirements  questionnaire. 
Assessment  of  Background  and  Life  Experiences 
(ABLE) ,  Army  Vocational  Interest  Career 
Evaluation  (AVOICE) ,  Job  Orientation  Blank 
(JOB) ,  orientation  test,  maptest,  assembling 
objects  test,  spatial  reasoning  test,  object 
rotation  test,  maze  test,  simple  reaction 
time  test,  choice  reaction  time  test,  short 
term  memory  test,  1-hand  tracking  test, 

2-hand  tracking  test,  perceptual  speed  and 
accuracy  test,  number  memory  test,  cannon 
shoot  test,  target  identification  test,  and 
target  shoot  test.  The  data  have  been 
collected  since  1985  for  2  validation 
studies — the  Concurrent  Validation  Study  (CV) 
and  the  Longitudinal  Validation  Study  (LV) . 

N/A 


PABBNT..PM& 

BASE  ACRONYM;  N/A 

TEggmC^MBA/ 

TEAM  RESPONSIBLE;  AIR 


DATASET  manager; 


Frances  Grafton 


DATASET  STRUCTURE; 

SOFTWARE/FZLE  TYPE; 
OPERATING  SYSTEM; 

SAS  FORMAT  LIBRARY; 
RECORD  LENGTH; 
RECORD  FORMAT; 
NONBER  OF  RECORDS; 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 
IBM  OS 

WTF2LWV. SAS . FORMAT . LIB 

Varies 

Undefined 

Varies 

Varies 

ID  code 


STfiBAgB  NIH 


C-219 
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DATASET  DESCRIPTION  SECTION 


Magnetic  tape 
Online/ floppy  disk 
Online  dedicated  disk 


MgTHQP(ff)t 


Survey  Extracted  from 

Performance  existing  management 

Cognitive  test  data  base 

Attitude  assessment  Role  play 
Observational  exercise 


FISCAL  OR 


See  Description. 


1985-present 


& 


PATAggTft; 


SSN,  Project  ID 


■  ^  ^  j- j ; » f -jn  .M  »i.'v  JO  -  jis 


v1  -i'4. W  -J  »I;Ji  y  i  r  t’/.y  lit  mt  *:! 


CONCEPT  KEYWORDS:  Job  performance,  criterion  constructs, 

predictors 

MEASURES  KEYWORDS:  None 


SAMPLE  CROUP 

KEYWORDS:  1)  The  LV  predictor  sample  (50,000) 

2)  LV  end  of  training  (11,000) 

3)  CV  first  tour  (10,000) 

4)  CV  second  tour  (1,000) 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS:  None 


Very  good 
Very  good 
None 


LONGITUDINAL 

CONSISTENCY:  N/A 

DATASET  CONSTRAINTS:  Some  of  the  datasets  are  large,  but  there  is 

no  real  constraint  to  their  use.  In  fact,  the 
way  the  database  is  organized  makes  it  quite 

C-220 


08/24/92 


DATASET  DESCRIPTION  SECTION 

easy  to  link  with  other  data. 


DATASET  DEVELOPMENT  AND  MAINTENANCE; 


DATA  SOURCES: 


UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


Data  were  collected  specifically  for  this 
project.  In  addition,  we  use  the  Enlisted 
Master  File  for  demographic  data,  and  SQT 
data  obtained  by  ARI  for  additional  test 
data. 

As  needed. 


The  data  are  collected  using  paper  and  pencil 
tests  and  computer  administered  tests.  These 
data  are  processed  into  SAS  datasets.  Each 
type  of  data  (each  test)  is  maintained 
separately.  These  data  are  analyzed  and 
scored.  Scores  from  individual  test  datasets 
are  combined  into  one  overall  combined  file. 


On-going  collection. 


LOCATION  OF  DATASET  DOCUMENTATION: 


DATASET  DEVELOPMENT: 

AIR, 

ARI 

ON-LINE  DATA 
DICTIONARY: 

None 

HARD  COPY  DATA 
DICTIONARY: 

AIR, 

ARI 

ON-LINE  CODE 
DESCRIPTIONS: 

None 

HARD  COPY  CODE 
DESCRIPTIONS: 

AIR, 

ARI 

DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  ARI,  AIR,  Personnel  Decisions  Research 

Institute,  HumRRO 

HOW  DATASET  IS 

BEINO  USED:  Career  Force  project 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  AIR,  ARI 

C-221 
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DATASET  DESCRIPTION  SECTION 


PROCEDURE  FOR 
OBTAININQ 

ADTHORIZATION  ID:  Contact  ARI 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Frances  Grafton 


C-222 
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RESEARCH  PROJECT/AMALYSIS  SECTION 


PATMBT  tiftlg: 


PROTCT 

PURPOSE  OP  RESEARCH; 


SPONSOR: 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 

responsible; 

PRINCIPAL 
INVESTIGATOR (S) : 

BEQIN/BND  DATES; 

POPULATION 

DESCRIPTION; 


SAMPLE  DESCRIPTION; 


Project  A/Career  Forces  Longitudinal  Research 
Data  Base 


General  research  -  to  improve  selection, 
classification,  and  utilization  of  enlisted 
soldiers. 


SCTA 


John  Campbell  -  HUMRRO  and  Univ.  of  Minn. 
Oct.  1982  -  Sept.  1995 


Fiscal  years  1981-1982  and  fiscal  years 
1985-1986  cohorts  in  19  specific  MOS. 

Concurrent  validation  sample  consists  of 
Fiscal  years  1981-1982  cohorts  tested  in 
fiscal  years  1983-1984  after  18-24  months 
service  on  all  Project  A. 
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PUBLICATIONS  RELATED  TO  THE  PESEARCH  PROJECT/ANALYSIS 

DATASET  NAME;  Project  A/Career  Force  Longitudinal  Researcb 

Data  Base 

TITLE; 

author/editor; 

DMEl. 

REPORT  NUMBER; 

WORK  UNIT  NUKBER; 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 
DATASET  acronym; 

description: 


PARENT  DATA  BASE  NAME: 


Proteus 

N/A 

Survey  data,  1986  and  1987  Proteus  Surveys. 
Track  career  experiences  of  USMA  graduates. 
Records  identified  by  commission  year.  The 
1987  data  include  1980-1986  commission 
groups . 

N/A 


PARENT  DATA 

BASE  ACRONYM:  N/A 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE:  LOCTA 

DATASET  MANAGER:  Beverly  Harris 


DATASET  STRUCTURE; 


SOFTNARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SA8  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


Flat,  SPSSX,  SAS 


3220;  '86,  3417;  '87 
168;  '86,  148;  '87 
Not  sorted 


STORAGE  LOCATION (S) ;  NIH 


STORAGE  MEDIA; 


Magnetic  tape 
Disk  files 


DATA  COLLECTION 

METHOD (S» :  Survey 


TYPE  OF  DATA:  Attitudinal,  officer  career  history, 

demographics,  career  satisfaction 

YEARS C81  OF  DATA 

IN  DATASET:  1986  (Matchcod)  and  1987  (SSN) 

FISCAL  OR 
CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 

HERCT  WITH  9THBR 
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DATASET  DESCRIPTION  SECTION 


Matchcod,  SSN 
Y 


v1  t .  W  -l'/  aiii  * 


CONCEPT  KEYWORDS:  Attitudes,  career  factors,  career  intentions, 

retention,  satisfaction,  family,  spouse 
satisfaction,  educational  background 

MEASURES  KEYWORDS: 


SAMPLE  GROUP 

KEYWORDS:  Junior  commissioned  officers,  USMA  graduates 

SPONSOR, 

ORGANIZATIONAL 
UNITS  KEYWORDS: 


Accurate.  Self-reported  survey  data. 


COMPLETENESS:  Complete. 

KNOWN  BIAS:  No  known  bias.  Response  rate  estimated  to  be 

55-60%. 

LONGITUDINAL 

CONSISTENCY:  1986-1987  very  consistent.  Over  2/3  of 

variables  identical.  Some  changes  in  the 
rest,  e.g.,  additional  response  categories. 
All  changes  well  documented. 

DATASET  CONSTRAINTS:  Different  survey  for  each  year:  6  surveys  in 

1986;  3  surveys  in  1987.  Not  all  questions 
asked  of  every  year  group  (differences 
documented  in  the  code  book) . 


DATA  SOURCES:  1986  Survey  -  Michigan  State  University 

1987  Survey  -  ARI 

UPDATE  SCHEDULE:  N/A 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  N/A 

FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  No  plans  for  future  updates. 
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DATASET  DESCRIPTZOK  SECTION 


LOCATION  OF  DATASET  DOCDMENTATION; 


DATASET  DEVELOPMENT: 

ARI  report 

ON-LINE  DATA 
DICTIOM2AY: 

None 

HARD  COPY  DATA 
DICTIONARY: 

ARI  report 

ON-LINE  CODE 
DESCRIPTIONS: 

None 

HARD  COPY  CODE 
DESCRIPTIONS: 

ARI  report 

DATASET  PSAGE8 
DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  LOCTA 

HOW  DATASET  IS 

BEING  USED:  LISREL  longitudinal  analyses;  merged  with 

LROC  data;  also  used  as  reference  data  source 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  LOCTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION;  Beverly  Harris,  LOCTA 
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RESEARCH  PR0JECT/AKALYSI8  SECTION 


DATASET  NAME;  ProteuS 

PROJECT  NAME;  Technical  Manuals  and  Codebooks  for  1986  and 

1987 


PURPOSE  OP  RESEARCH; 

SPONSORS 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS S 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR (8) ; 

BEQIN/END  DATES S 

POPULATION 

DESCRIPTION; 

SAMPLE  DESCRIPTION; 


To  provide  document  for  users  -  provides 
frequencies  and  descriptive  statistics 
(means,  standard  deviation,  etc.)  for  each 
variable . 

N/A 


N/A 


MPPRG/LOCTA 


Beverly  Harris 
Continuing 


C-228 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJBCT/ANALYSIS 


Proteus 

Proteus  1986:  Technical  Manual  and  Codebook 
B.  C.  Harris,  K.  Wochinger 
In  press 

2304 

Proteus 

Proteus  1987:  Technical  Manual  and  Codebook 
B.  C.  Harris,  K.  Wochinger 
In  press 

2304 
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DATASET  DESCRIPTION  SECTION 


PATMBT  MMttI 
DATASET  ACRONYM: 
DESCRIPTION? 

PARENT  DATA  BASE  NAME? 

PARENT  DATA 
BASE  ACRONYM; 

TECHNICAL  AREA/ 

TEAM  responsible; 

DATASET  MANAGER; 


ROTC  Advanced  Camp  Data  Set 
N/A 

Yearly  files  of  the  final  training 
performance  records  for  participants  at  ROTC 
Advanced  Camp. 

Officer  Longitudinal  Research  Data  Base 


OLRDB 

MPPRTA 

Tanya  Guthrie 


DATASET  STRUCTURE; 


SOFTWARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT; 
NUMBER  OF  RECORDS; 
NUMBER  OF  VARIABLES; 
SORTED  BY  VARIABLES; 


SAS 

IBM 

WRZ IKFD . OLRDB . FORMATS 
N/A 

Undefined 


68,465 

139 

Matchcod 


STORAGE  LOCATION (81;  NIH 


STORAGE  MEDIA; 


Magnetic  Tape 


PAT)^  CQPPg<?TION 

METHOD C8)  X  Performance  measures 

Extracted  from  existing  management  data 
base 


TYPE  OF  DATA;  Classroom  and  field  training  performance 

YEARS (8)  OF  DATA 

IN  DATASET;  1982-1990 

BlggAL  QB 

CALENDAR  YEAR; 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 

PATAgBTgl  Matchcod 

IF  8SN  IS  IN  DATASET 
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DATASET  DESCRZPTZOH  8ECTZOM 


Y 


*  a .  !•)  ‘I-* -i  f)  -v/.'  v  w  4 ;  i  -■■»}.¥  *1 


COHCBPT  OTWOSDS:  ROTC  Advanced  Camp,  precommissioning  officer 

variables,  longitudinal  research,  performance 
scores,  officer  career  development 


MEASURES  KEYWORDS:  Advanced  Camp  scores,  demographic  variables, 

military  variables 


SAMPZJ  GROUP 

KEYWORDS:  ROTC  cadets  -  entire  population 


8P0M80R, 

ORGAVZZATZOMAL 

UMZT8  KSYW08D8:  ROTC  (Cadet  Command) ,  TRAOOC 


Fair 

Good 

None 


LOMOZTUDZMAL 

OOM8Z8TEHCY:  Data  changes  are  not  thoroughly  documented. 

DATA8BT  OOM8TRAZMTS:  Variables  and  code  values  change  from  year  to 

year.  Documentation  is  minimal,  especially 
for  earlier  years,  making  it  difficult  to 
recode  code  values  to  current  code  values  or 
to  perform  editing  on  the  data  set. 


v.v  y  .T:j  m  0  -I'i  ^  V  r  •  -■! 


DATA  80URC88:  ROTC  Advanced  Camp  Files  -  TRADOC/ Cadet 

Command 


UPDATE  8CHEDUZE:  Annual 

DB8CRZPTZ0E  OP 

B8TABLZ8HED 

UPDATE  PROCEDURE:  ARI  contacts  ROTC  for  fiscal  year  data  file. 

New  participants  are  added  to  the  existing 
data  set.  If  an  individual  is  already 
present  in  the  data  set  and  has  a  new  record, 
then  the  existing  record  is  replaced  with  the 
new  data.  Whenever  possible,  code  values  are 
recoded  to  reflect  current  code  values. 

FUTURE  MAZMTEMAHCE 

PLAM8  FOR  DATA8ET:  Annual  update 
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DATASET  DESCRIPTION  SECTION 


LOCATION  OP  DATASET 


BWTATIQHi 


DATASET  development:  MPPRTA 


OH-LINE  DATA 

DICTIONARY:  SAS  Proc  Contents 

HARD  COPY  DATA 
DICTIONARY:  MPPRTA 


ON-LINE  CODE 

DESCRIPTIONS:  None 

HARD  COPY  CODE 
DESCRIPTIONS:  MPPRTA 


DATASET  USAGE: 

DATE  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  MPPRTA 


HOW  DATASET  IS 

BEING  USED:  Link  with  ARI  surveys;  officer  population 

data. 


OYTICB  TO  CONTACT 
VOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 

PROCEDURE  VOR 
OBTAINING 

AUTHORIZATION  ID:  MPPRTA 


PILE  NAMB  OR  PERSON 
TO  CONTACT  POR 

SR  inpormation; 


Tanya  Guthrie 
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RESEARCH  PROJECT/ ANALYSIS  SECTION 


PATMBT  HMKI 
PROJECT  NAME; 

PURPOSE  OF  RESEARCH: 

gPQHBQR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 

TECH  AREA/TEAM 

PRIWfflPM. 
IMVBSTIQATORCS) « 

BBQIM/BMP  DATES: 

PQPWATIQIf 

DBSCRIPTlOMt 


SAMPLE  DESCRIPTION; 


ROTC  Advanced  Camp  Data  Set 
OliRDB 

To  provide  adjunct  data  base  on  officer 
personnel  char acter i sties. 

N/A 

N/A 

MPPRG 


Tanya  Guthrie 
Ongoing 


Officers  that  attended  advanced  camp  in  ROTC 
from  1982  to  present.  Note:  Not  all  will  go 
into  the  Army,  i.e.,  some  may  join  Reserves, 
etc. 

Officers  that  attended  advanced  camp  in  ROTC 
from  1982  to  present.  Note:  Not  all  will  go 
into  the  Army,  i.e.,  some  may  join  Reserves, 
etc. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


B&TISB^  liMg-8 

title: 


AgTBQR/gPITQEl 

PATE: 

REPORT  NUMBER: 
WORK  UNIT  NUHBER; 
CmSfiZ_SMSl 
TTTlig? 


AUTHOR/EDITOR: 


D&TR8 

RBPORT 


S&l. 


WORK  UNIT  NUMBER; 


DATASET  NAME: 
XXZLfiJL 


AUTHOR/EDITOR: 

PATE: 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME: 
SXZI£I 


AUTHOR/EDITOR: 


PATE: 

RBPORT  NUMBER: 
WORK  UNIT  NUMBER: 


ROTC  Advanced  Camp  Data  Set 

ROTC  Achievement  Testing  Program:  School  Years 
1983-85 

F.  T.  Hunter 

1986 

Research  Report  1429 

ROTC  Advanced  Camp  Data  Set 

Development  of  ROTC  Data  Sets  and  Evaluation  of 
Their  Usefulness  of  Officer  Research  Data  Base 

D.  D.  Younkman 

1987 

Research  Product  87-24 

ROTC  Advanced  camp  Data  Set 

Officer  Longitudinal  Research  Data  Base  (OLRDB) : 
Users  Manual 

D.  D.  Younkman,  L.  J.  Reunsey,  T.  J.  Guthrie 
1992 

Research  Note  92-17 
2301 

ROTC  Advanced  camp  Data  Set 

U.S.  Army  Research  Institute  Officer  Longitudinal 
Research  Data  Base  (OLRDB) :  Users  Manual 

F.  T.  Hunter,  D.  L.  Rachford,  D.  R.  Kelly,  D. 
Duncan 

1987 

Research  Product  87-25 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


P^TI^8gT  WM«I 
DATASET  ACRONYM; 
DESCRIPTION: 

PARENT  DATA  BASE  NAME: 

PARENT  DATA 
BASE  ACRONYM: 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE: 

DATASET  MANAGER: 


ROTC  Commissioned  Data  Set 
N/A 

Yearly  files  of  the  final  ROTC  records  for 
Army  officers  commissioned  through  ROTC. 
Contains  Cadet  Master  File  data. 

Officer  Longitudinal  Reserach  Data  Base 
OLRDB 

MPPRTA 

Tanya  Guthrie 


DATASET  STRUCTPRE: 


SOTTHARE/PILE  TYPE: 
OPERATINO  SYSTEM: 

SA8  rORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

WRZ IKFD . OLRDB . FORMATS 
N/A 

Undefined 


64,090 

132 

Matchcod 


STORAGE  LOCATIOM(S):  NIH 


STORAGE  MEDIA: 


Magnetic  Tape 


DATA  COLLECTION 

METHOD (8):  Extracted  from  existing  TRADOC  data 


TYPE  OF  DATA:  ROTC  training  performance,  academic  major, 

demographic  varied^les 

YEARS (81  OF  DATA 

IN  DATASET:  1982-1990 

FISCAL  OR 

CALENDAR  YEAR:  F 


Matchcod 


LINEAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
DATASETS: 
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DATASET  DESCRIPTION  SECTION 


IF  SSN  IS  IN  DATASET 

19  IT  mgRxmpi  Y 


TO  THE  dataset; 


CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 


SAMPLE  GROUP 
KEYWORDS: 


SPONSOR, 
ORGAHIZATIOMAL 
UNITS  KEYWORDS: 


ROTC,  performance  measures,  precommissioning 
officer  variables,  longitudinal  research, 
officer  career  development,  achievement  test 
measures 

SAT,  ACT,  ROTC  training  scores,  demographic 
variables,  military  variables 


ROTC  graduates  -  entire  population  for  the 
years  1982-1989 


ROTC  (Cadet  Command) ,  TRADOC 


GENERAL  DATA  QUALITY: 

ACCURACY:  Fair 
COMPLETENESS:  Good 
KNOWN  BIAS:  None 


LONGITUDINAL 

CONSISTENCY:  The  extent  of  changes  not  clearly  documented. 

DATASET  CONSTRAINTS:  Variables  and  code  values  change  from  year  to 

year.  Docximentation  is  minimal,  especially 
for  earlier  years,  making  it  difficult  to 
recode  code  values  to  current  code  values  or 
to  perform  editing  on  the  data  set. 


PMMCT  PBYBWPMBWT  MfP  M^INTENANQi? 

DATA  SOURCES:  ROTC  Cadet  Master  Files  -  TRADOC/Cadet 

Command 

UPDATE  SCHEDULE:  Annual 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  ARI  contacts  ROTC  for  fiscal  year  end  data 

file.  New  participants  are  added  to  the 
existing  data  set.  If  a  cadet  is  already 
present  in  the  data  set  and  has  a  new  record, 
then  the  existing  record  is  replaced  with  the 
new  data.  Whenever  possible,  code  values  are 
recoded  to  reflect  current  code  values. 


FUTURE  MAINTENANCE 
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DATASET  DESCRIPTION  SECTION 


PLANS  FOR  DATASET: 


Annual  update 


LOCATION  OF  DATASET  DOCUMENTATION:. 
DATASET  OBVELOPKENT:  HPPRTA 


ON-LINE  DATA 
DICTIONARY: 

HARO  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


SAS  Proc  Contents 


MPPRTA 


None 


MPPRTA 


DATASET  USAGE; 

DATE  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  MPPRTA 


HOW  DATASET  IS  .  , 

BEING  USED:  Link  with  ARI  surveys;  officer  population 

data. 


OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  MPPRTA 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tanya  Guthrie 
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RESEARCH  PROJECT/AMALYSIS  SECTION 


DATASET  name; 

PROJECT  NAME: 

PTOPQgB  gr.BggBARgBf 

SPONSOR: 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 

TECH  AREA/TEAM 

RHSPQNUygW; 

PRINCIPAL 
INVESTIQATOR(S) : 

BBGIN/BND  DATES: 

POPULATION 

DESCRIPTION: 


SAMPLE  DESCRIPTION: 


ROTC  Commissioned  Data  Set 
OLRDB 

To  provide  adjunct  data  base  on  officer 
personnel  characteristics 

N/A 

N/A 

MPPRG 


Tanya  Guthrie 
Ongoing 


Officers  commissioned  through  ROTC  from  1982 
to  date.  Some  officers  may  not  appear  in 
Core  data  set  if  not  on  active  duty,  i.e.,  in 
Reserves  or  National  Guard. 

Officers  commissioned  through  ROTC  from  1982 
to  date.  Some  officers  may  not  appear  in 
Core  data  set  if  not  on  active  duty,  i.e.,  in 
Reserves  or  National  Guard. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME: 
TITLE; 

AUTHOR/EDITOR I 
DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 


ROTC  Commissioned  Data  Set 

Development  of  ROTC  Data  Sets  and  Evaluation  of 
Their  Usefulness  of  Officer  Research  Data  Base 

D.  D.  Younkman 

1987 

Research  Product  87-24 


ROTC  Commissioned  Data  set 

Officer  Longitudinal  Research  Data  Base  (OLRDB) : 
Users  Manual 


AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE; 


D.  D.  Younkman,  L.  J.  Ramsey,  T.  J.  Guthrie 
1992 

Research  Note  92-17 
2301 

ROTC  Commissioned  Data  Set 

U.S.  Army  Research  Institute  Officer  Longitudinal 
Research  Data  Base  (OLRDB) :  Users  Manual 


AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


F.  T.  Hunter,  D.  L.  Rachford,  D.  R.  Kelly,  D. 
Duncan 

1987 

Research  Product  87-25 
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08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 

DATASET  ACRONYM: 
DESCRIPTION: 

PARENT  DATA  BASE  NAME: 

PARENT  DATA 
BASE  ACRONYM: 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE: 

DATASET  MANAGER: 


Recruit  Experience  Tracking  Survey 

RETS 

Longitudinal  survey  of  1986  and  1987  New 
Recruit  Survey  respondents  in  1989  at  8 
reception  battalions. 

N/A 

N/A 

MPPRTA 
Tim  Elig 


DATASET  STRUCTURE: 


SOFTNARE/FILE  TYPE:  SAS 

OPERATING  SYSTEM:  IBM 

SAS  FORMAT  LIBRARY: 

RECORD  LENGTH: 

RECORD  FORMAT:  Undefined 

NUMBER  OF  RECORDS:  4,256 

NUMBER  OF  VARIABLES: 

SORTED  BY  VARIABLES: 


STORAGE  LOCATION (SI ;  NIH 


STORAGE  MEDIA; 


Magnetic  tape 


DATA  COLLECTION 

METHOD (S) :  Survey 

Extracted  from  existing  management  data 
base  (ORMF,  EMF) 


TYPE  OF  DATA:  Original  NRS  items  relevant  to  longitudinal 

analysis  plus  new  "change”  assessment  items. 
Attitudes. 


YEARS (S)  OF  DATA 
IN  DATASET: 

FISCAL  OR 
CALENDAR  YEAR: 

LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
DATASETS: 


1989 

F 


SSN 
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DATASET  DESCRIPTION  SECTION 


CONCEPT  KEYWORDS:  Enlistment,  re-enlistment  incentives, 

re-enlistment  intentions,  recruitment 
marketing,  recruitment  advertising,  new 
recruit  characteristics,  re-enlistment  trends 


MEASURES  KEYWORDS: 


SAMPLE  GROUP 

KEYWORDS:  1986  and  1987  NRS  respondents  surveyed 

world-wide;  11,130  surveys  mailed  -  4,256 
returned 


SPONSOR, 
ORGANISATIONAL 
UNITS  KEYWORDS: 


High. 

Very  little  missing  data. 

Only  1989. 


DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


.  V  *  Oj  ■:  Kv  m  »7.  V  y  .TU 


DATASET  DEVELOPMENT:  MPPRTA 

OH-LIHB  DATA 
DICTIONARY: 
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DATASET  DESCRIPTION  SECTION 


HARD  COPY  DATA 

DICTIONARY:  MPPRTA 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS:  MPPRTA 


DATASET  USAGE: 

DATE  DATASET 
LAST  USED: 

CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEING  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Tim  Elig 
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RESEARCH  PROJECT/AMALYSIS  SECTION 


DATASET  NAME!  United  States  Military  Academy  Data  Set 

PROJECT  HAMEt  OLRDB 


PURPOSE  OF  RESEARCH t 


SPONSOR 8 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 


TECH  AREA/TEAM 
RESPONSIBLE; 


PRINCIPAL 
INVESTIGATOR f SI ; 

BEGIN/END  DATES; 


POPULATION 

DESCRIPTION; 


SAMPLE  DESCRIPTION; 


To  provide  adjunct  data  base  on  officer 
personnel  characteristics . 

N/A 

N/A 

MPPRG 

Tanya  Guthrie 
Ongoing 


Cadets 

enrolled 

in 

USHA 

from 

1982 

to 

date. 

Cadets 

enrolled 

in 

USMA 

from 

1982 

to 

date. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME: 
TITMS; 

AUTHOR/EDITOR I 
PATB; 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 
DATASET  NAME; 
TITLE: 

AUTHOR/EDITOR: 

DATE: 

REPORT  NUMBER; 
WORK  UNIT  NUMBER; 


United  States  Military  Academy  Data  Set 

Officer  Longitudinal  Research  Data  Base  (OLRDB) : 
Users  Manual 

D.  D.  Younkman,  L.  J.  Ramsey,  T.  J.  Guthrie 
1992 

Research  Note  92-17 
2301 

United  States  Military  Academy  Data  set 

U.S.  Army  Research  Institute  Officer  Longitudinal 
Research  Data  Base  (OLRDB) :  Users  Manual 

F.  T.  Hunter,  D.  L.  Rachford,  D.  R.  Kelly,  D. 
Duncan 

1987 

Research  Product  87-25 
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DATASET  DESCRIPTION  SECTION 


DATASET  NAME 8 
DATASET  ACRONYM; 
DESCRIPTION; 


PARENT  DATA  BASE  NAME; 

PARENT  DATA 
BASE  ACRONYM; 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE; 

DATASET  MANAGER; 


West  Point  Data  Base  -  Class  of  1994  and  1995 
WPT  (1994)  -  SMA  (1995) 

Data  from  West  Point  Class  of  94  cadets 
including  entrance  tests;  temper^unent/biodata 
tests;  attrition;  leadership  scores  for  basic 
training,  fall  semester,  and  field  training. 
Continually  updated.  Also  partial  data  for 
Class  of  95. 

N/A 


N/A 


SCTA/Non-cognitive  Team 
Fred  Mael 


DATASET  STRUCTURE; 

SOFTWARE/FILE  TYPE;  SPSSX 
OPERATING  SYSTEM;  IBM 

8A8  FORMAT  LIBRARY;  N/A 
RECORD  LENGTH; 

RECORD  FORMAT; 

NUMBER  OF  RECORDS; 

NUMBER  OF  VARIABLES;  700+ 
SORTED  BY  VARIABLES; 


STORAGE  LOCATION (S);  NIH 

ARI 


STORAGE  media; 


Online  disk 

ARI  dedicated  disk 


DATA  COLLECTION 
METHOD CSI; 


Survey 
Performance 
Cognitive  test 
Apt i tude/ achievement 


TYPE  OF  DATA; 


YEARS (8>  OF  DATA 

IB  BMMBTI. 

FISCAL  OR 
CALENDAR  YEAR; 


LII 


IE  VARIABLES  TO 


Entrance  tests,  temperament/biodata  tests, 
attrition,  leadership  scores 

1990-1991,  1991-1992 

C 
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CONCEPT  KEYWORDS 1  Biodata,  temperament,  ABLE,  leadership, 

attrition,  cognitive  ability,  field  training, 
part-time  work,  education,  athletic 
activities. 


MEASURES  KEYWORDS:  ABLE,  SAT,  Lender  Potential  Score,  Whole 

Candidate  Score,  Physical  Aptitude  Exeun. 


SAMPT.m  OROUP 

KEYWORDS:  West  Point  Cadets 


SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  USMA-OIR 


COMPLETENESS: 


Reliability  of  some  criterion  measures  of 
leader  potential  or  performance  is  unknown. 

Some  missing  data  on  Class  of  95  biodata 
final  items. 


KNOWN  BIAS:  None 


LONGITUDINAL 

CONSISTENCY:  Good 

DATASET  CONSTRAINTS:  Attrition  has  been  too  low  for  accurate 

prediction.  Time  constraints  forced 
shortening  of  the  biodata  survey  for  the 
second  administration  when  it  actually  should 
have  been  as  long  or  longer.  USMA  people  are 
not  always  prompt  about  forwarding  data. 


i m 0 -I'i  -I rjj V X ! --! -iv -:i •Ji 


INkTA  SOURCES:  Instruments  such  as  ABLE,  biodata  survey; 

West  Point  total  data  base  extracts. 

UPDATE  SCHEDULE:  Will  continually  receive  criterion  measures 

on  Class  of  94 ^  and  possibly  Class  of  95.  An 
additional  administration  is  not  expected  at 
this  point. 

DESCRIPTION  OF 

ESTABLISHED 

UPDATE  PROCEDURE:  Contact  USMA  personnel.  Rec(uires  repeated 
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DATASET  DESCRIPTION  SECTION 


efforts. 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


LOCATION  OF  DATASET  DOCUMENTATION; 


DATASET  DEVELOPMENT: 

ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


ARI  Technical  Report  939 

Run  using  SPSS 

Fred  Mael 

Run  using  SPSS 

Fred  Mael 


DATASET  usage: 

DATE  DATASET 

LAST  USED:  Current 

CURRENT  DATASET 

USERS:  Fred  Mael 


HOW  DATASET  IS 

BEING  USED:  Analyzing  data;  generating  reports, 

and  briefings 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 

AUTHORIZATION:  USMA-OIR 

PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

tR  INFORMATION: 


Fred  Mael,  Len  White 


papers , 
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RESEARCH  PROJECT/ANALYSIS  SECTION 

nxTitgOT  MAMEt  West  Point  Data  Base  -  Class  of  1994  and  1995 

PHQJBCT  MAiiEi  West  Point/USMA  Biodata 

PURPOSE  OF  RESEARCH; 

SPONSOR: 

INSTRUNENT  CLEARANCE 
APPROVAL  NUMBERS: 

TECH  AREA/TEAX 
RESPONSIBLE: 

PRINCIPAL 

INVESTIGATOR (S) :  Fred  Mael 

BEQIN/END  DATES: 

POPULATION 

DESCRIPTION: 

SAMPLE  DESCRIPTION; 


C--248 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  NAME; 
TITLE i 

AUTHOR/EDITOR: 

pa-tg? 

REPORT  NUMBERS 
WORK  UNIT  NUMBER: 


West  Point  Data  Base  -  Class  of  1994  and  1995 

Capturing  Adaptability  Constructs  with  Objective 
Biodata 

F.  Mael,  A.  Schwartz 

November  1991 

939 
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RESEARCH  PROJECT/AMALY8IS  SECTION 


DATASET  NAME;  Recruit  Experience  Tracking  Survey 

PROJECT  NAME; 

PURPOSE  OP  RESEARCH s 
SPONSOR; 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS; 

TECH  AREA/TEAM 
RESPONSIBLE; 

PRINCIPAL 
INVESTIGATOR f SI ; 

BEGIN/END  DATES; 

POPULATION 

DESCRIPTION; 

SAMPLE  description; 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 

DATASET  NAME«  Recruit  Experience  Tracking  Survey 

ZXXLfil 

AUTHOR/EDITOR; 

^TBl 

REPORT  MUIIBER: 

WORK  UNIT  NUMBER; 


C-251 


DATASET  DESCRIPTION  SECTION 


08/24/92 


DATASET  NAME; 
DATASET  acronym: 
DESCRIPTION: 


PARENT  DATA  BASE  NAME: 

PARENT  DATA 
BASE  ACRONYM: 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE: 

DATASET  MANAGER: 


DATASET  STRUCTURE; 

SOFTWARE/FILE  TYPE: 
OPERATINO  SYSTEM: 

SA8  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


STORAGE  LOCATION tS); 


STORAGE  MEDIA: 


DATA  COLLECTION 
METHOD (8) : 


TYPE  OF  DATA: 


mBg(g)  Qf  pm 

IN  DATASET: 

FISCAL  OR 

CMiBMPAR  YBARI 

LINKAGE  VARIABLES  TO 


Special  Forces 
N/A 

Special  Forces  Assess  and  Selection  (SFAS) , 
SFQ  course  data,  and  EMF  extracts  merged  into 
longitudinal  data  base.  (In  the  future  there 
will  be  cohort  cross  sectional  files.) 


N/A 

N/A 


LPOCTA/Special  Forces  Career  Development  Team 
Martha  Teplitzky 


SPSS 

IBM,  VAX 
N/A 


ARI  VAX 
ARI  PC 
NIH 


Extracted  from  existing  management  data 
base 


Training  performance 

Demographic 

Background 


1989-1991 


F 
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DATASET  DESCRIPTION  SECTION 


PATAgBTgl 


'  .1  ^ ;  r-«  »?.v  ^  j=j  ^  a 


CONCEPT  KEYWORDS: 


NEASURES  KEYWORDS: 

SAKPLE  GROUP 
KEYWORDS: 


Special  Forces,  physical  performance, 
assessment,  selection,  performance 

APFT,  ASVAB 


Volunteers  in  Special  Forces,  enlisted  and 
officer 


SPONSOR, 
ORGAHZ2ATIONAL 
UNITS  KEYWORDS: 


U.S.  Army  Special  Operations  Command,  Special 
Warfare  Center,  Ft.  Bragg 


ACCURACY: 

COMPLETENESS: 


KNOWN  BIAS: 


High  quality  -  SFAS  good,  others  not  sure 

Good  -  entire  population 

None 


LONGITUDINAL 

CONSISTENCY: 


Good 


DATASET  CONSTRAINTS:  Sponsor  sensitivity 


DATA  SOURCES: 

UPDATE  SCHEDULE: 

DESCRIPTION  OF 
ESTABLISHED 
UPDATE  PROCEDURE: 


ENANCE 


EMF,  Special  Warfare  Center  databases,  survey 
Current  plan  is  to  update  twice  a  year. 


FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 


Updates  twice  a  year. 


DATASET  DEVELOPMENT:  Future  availability 

ON-LINE  DATA 
DICTIONARY: 


C-253 


DATASET  DESCRIPTION  SECTION 


HARD  COPY  DATA 

DICTIONARY:  Will  be  available  in  the  future 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 

DESCRIPTIONS:  Will  be  available  in  the  future 


Bj^TASBT  OSAGE ; 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  Martha  Teplitzky 

HOW  DATASET  IS 

BEINO  USED:  Career  development  analyses 


OFPICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  LPOCTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  information:  Martha  Teplitzky 


08/24/92 
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08/24/92 


RESEARCH  PROJECT/AMALYSIS  SECTION 


PMftgBT  VNa\ 
PBWggT  HMg; 


P0RP08E  OF  RESEARCH; 


gPPWgPR? 


INSTRUMENT  CLEARANCE 


APPIWYMi  i 


IBfil 


TECH  AREA/TEAM 
RESPONSIBLE: 


PMWCIPM 

INVESTIGATOR CS) : 

BBQIN/ENP  DATES: 


PfiPPlAZXSH 

BBggBIPTIQWi 


gAMPMS  BBgSfgPTIQN: 


Special  Forces 

Special  Forces  Research  Program 

Data  base  used  to  provide  answers  to  a 
variety  of  questions  of  theoretical  and 
immediate  practical  importance  to  the  JFK 
Special  Warfare  Center  and  School.  The  focus 
right  now  is  on  Special  Force  recruiting  and 
factors  related  to  success  in  Special  Force 
Assessment  and  Selection,  and  Special  Force 
training.  See  publications  for  other  types 
of  projects. 

USAJFKSWCS 


N/A 


PUTA/Special  Forces  Career  Enhancement  Team 


Martha  Teplitzky 

Fiscal  year  1990  -  ongoing 


Candidates  for  Special  Forces  from  fiscal 
year  1989  to  present. 

Candidates  for  Special  Forces  from  fiscal 
year  1989  to  present. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


DATASET  VOMBX 
TITLE » 


ACTMOR/gPITORl 

fiaZfil 

REPORT  HUMBERI 
NORK  UNIT  NUMBER; 
PATAggT  MMfBl 

TITLE; 


AUTHOR/EDITOR; 

DATE; 

REPORT  NUMBER; 
WORK  UNIT  number; 
DATASET  NAME; 
TITLE; 


AUTHOR/EDITOR; 

REPORT  NUMBER; 
WORK  UNIT  number; 


Special  Forces 

Project  A  Spatial  Tests  and  Military  Orienteering 
Performance  in  the  Special  Forces  Assessment  and 
Selection  Program 

H.  H.  Busciglio,  M.  L.  Teplitzlcy,  C.  Welborn 

February  1991 

921 


Special  Forces 

Relationship  Between  Temperament  Constructs  and 
Selection  for  Special  Forces  Training 

J.  S.  Dematteo,  L.  A.  White,  M.  L.  Teplitzky,  S. 
A.  Sachs 

October  1991  (presented  at  MTA) 


Special  Forces 

Physical  Performance  Predictors  of  Success  in 
Special  Forces  Assessment  and  Selection 

M.  L.  Teplitzky 

October  1991 

Research  Report  1606 


C-256 
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DATASET  DESCRIPTION  SECTION 


Survey  of  Total  Army  Military  Personnel 
STAMP 

Survey  mailed  to  51,000  (21,000  active; 

14,000  ARNG;  13,000  USAR;  3,000  individual 
reservists) .  Linked  information  sent  from 
mini-STAMP.  Topics  in  the  main  surveys 
include:  climate  and  morale,  organizational 
commitment,  leadership,  training  needs, 
stress,  and  reenlistment/career  plans; 
personal,  family  and  economic  difficulties  in 
deployment;  adequacy  of  preparation  for 
mobilization/deployment  (training,  family 
issues) ;  reactions  to  specific  personnel 
management  policies;  and  advice  to  others  on 
joining  the  Army.  The  surveys  are  of  the 
total  force  and  allow  comparisons  of  those 
who  were  mobilized/deployed  with  those  who 
were  not. 


SOFTNARE/FILE  TYPE:  SAS,  Flat 

OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY:  STAHPLIB 

RECORD  LENGTH: 

RECORD  FORMAT: 

NUMBER  OF  RECORDS: 

NUMBER  OF  VARIABLES:  1,000 
SORTED  BY  VARIABLES:  None 


ARI  PC 
NIH 


MBIHQBlfi);. 


Floppy  disk 
Magnetic  tape 
Online  disk 


Suirvey 

Extracted  from  existing  management  data 
base 
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DATASET  DESCRIFFION  SECTION 


Attitudinal 


12/91  -  3/92 


FlgSMt-gB 


PBTBgBTgl 


CONCEPT  KEYWORDS: 


MEASURES  KEYWORDS: 


Mobilization,  Operation  Desert  Shield, 
Operation  Desert  Storm,  reserve  components, 
active  component,  downsizing,  separation 
incentives,  recruiting 


SAMPLE  OROUP 
KEYWORDS: 


SPONSOR, 
OROAHIZATIOMAL 
UNITS  KEYWORDS: 


Active  componenet  USAR,  ARNG,  IRR;  Army  Nurse 
Corps;  aviators;  enlisted  warrant  officers; 
commissioned  officers 


DCSPER,  ASA/MNRA,  OCAR,  NGB 


ACCURACY: 

COMPLETENESS: 


KNOWN  BIAS: 


LONGITUDINAL 

CONSISTENCY: 

DATASET  CONSTRAINTS: 


To  be  determined. 

Data  must  be  weighted  because  of 
non-proportional  stratified  sampling. 


Size  of  dataset  is  lar^e  in  terms  of  Scunple 
size  and  number  of  variables.  Active  duty 
sample  includes  oversample  of  respondents 
from  1990  ACSS,  RETS,  and  LROC.  USAR  sample 
Includes  oversample  of  1990  OCAR  Survey  (data 
available  from  OCAR  and/or  WESTAT) ,  1990 
ACSS,  and  LROC.  ARNG  sample  includes 
oversample  of  1990  ACSS  and  LROC. 
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DATASET  DESCRIPTION  SECTION 


DATA  SOURCES:  Survey,  personnel  management  records 

UPDATE  SCHEDULE:  None  planned. 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  N/A 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET:  N/A 


LOCATION  OF  DATASET  DOCUMENTATION: 
DATASET  DEVELOPMENT:  Tim  Elig 


ON-LINE  DATA 
DICTIONARY: 

HARD  COPY  DATA 
DICTIONARY: 

ON-LINE  CODE 
DESCRIPTIONS: 

HARD  COPY  CODE 
DESCRIPTIONS: 


In  preparation 


In  preparation 


PIVTABBT  VPA<?g? 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 
USERS: 

HOW  DATASET  IS 
BEIMO  USED: 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION: 

PROCEDURE  FOR 
OBTAINING 
AUTHORIZATION  ID: 


Tim  Elig 
In  development. 

DCSPER/DMPM 

N/A 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 


Tim  Elig 
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RESEARCH  PROJECT/AMALYSIS  SECTION 

”^^****  Survey  of  Total  Army  Military  Personnel 

PROJECT  NAME; 

PURPOSE  OF  RESEARCH; 

gFQWQE.; 


INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 


TECH  AREA/TEAM 


08/24/92 


PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ ANALYSIS 

DATASET  NAME!  Survey  of  Total  Army  Military  Personnel 

TITLE: 

adthor/editor; 

DATE: 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  NAME; 
DATASET  acronym: 

description: 


PARENT  DATA  BASE  NAME: 

PARENT  DATA 
BASE  ACRONYM: 

TEGHNICAI.  AREA/ 

TEAM  RESPONSIBLE: 

DATASET  MANAGER: 


Training  Performance  Records  of  DLI  Students 
N/A 

Training  performance  records  of  students 
enrolled  in  foreign  language  training  at  the 
Defense  Language  Institute.  Database 
includes  training  outcomes,  language  being 
studied,  and  scores  on  tests  (e.g.  DLAB  and 
ASVAB)  required  to  qualify  for  training  at 
DLI. 

N/A 


N/A 


SCTA 

Len  White 


DATASET  STRUCTURE; 

SOFTWARE/FILE  TYPE: 
OPERATING  SYSTEM: 

8AS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM  MVS/OS 

WTFJEYZ . DLAB . SASDATA 

32756 

Undefined 

9,081 

142 

LANGCAT 


STORAGE  LOCATION (S) :  NIH 


STORAGE  MEDIA: 


Online  dedicated  disk 


DATA  COLLECTION 

METHOD (8) :  Extracted  from  existing  management  data 

base 


TYPE  OF  DATA:  Foreign  Language  Training  performance  and 

test  scores 

YEARS (8)  OF  DATA 

IN  DATASET:  1988-1990 

mgJiilt  QB 

CALENDAR  YEAR: 
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DATASET  DESCRIFTIOM  SECTION 


LINKAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
DATASETS: 

SSN 

N 

i7Tri555M55n5/5i5®5M3iii 

dataset: 

CONCEPT  KEYWORDS: 

Foreign  language  training.  Defense  Language 
Aptitude  Battery  (DLAB) ,  ASVAB,  entry  level 
foreign  language  training,  joint  service 

MEASURES  KEYWORDS: 

DLAB,  ASVAB 

SAMPLE  GROUP 

KEYWORDS: 

DLI  students  1988-1990 

SPONSOR, 

ORGANISATIONAL 

UNITS  KEYWORDS: 

DLI 

GENERAL  DATA  QUALITY; 

ACCURACY: 

Acceptable 

COMPLETENESS: 

Good 

KNOWN  BIAS: 

None 

LONGITUDINAL 

CONSISTENCY: 

Acceptable 

DATASET  CONSTRAINTS: 

Limited  documentation. 

MAINTENANCE: 

DATA  SOURCES: 

DLI  for  DLAB  scores,  student  records.  DMDC 
for  ASVAB. 

UPDATE  SCHEDULE: 

None 

DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE: 

N/A 

FUTURE  MAINTENANCE 
PLANS  FOR  DATASET: 

N/A 

LOCATION  OF  DATASET  DOCUMENTATION: 

DATASET  DEVELOPMENT: 

None 

ON-LINE  DATA 
DICTIONARY: 

SAS  Proc  Contents 
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DATASET  DESCRIPTXOM  SECTION 


HARD  COPY  DATA 
DICTIONARY: 

N/A 

ON-LINE  CODE 
DESCRIPTIONS: 

None 

HARO  COPY  CODE 
DESCRIPTIONS: 

None 

DATASET  USAGE; 

DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  Len  White,  Jay  Silva 

HOW  DATASET  IS 

BEING  USED:  Research  project  regarding  use  of  ASVAB  and 

DLAB  to  select  and  classify  students  for 
foreign  language  training. 

OFFICE  TO  CONTACT 
FOR  DATASET  USE 
AUTHORIZATION:  SCTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  NIH 


FILE  NAME  OR  PERSON 
TO  CONTACT  FOR 

FURTHER  INFORMATION:  Len  White  or  SCTA  Chief 
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RESEARCH  PROJECT/ANALYSIS  SECTION 


DATASET  NAME? 

Training  Performance  Records  of  DLI  Students 

PROJEgT.IIMffi; 

Defense  Language  Aptitude  Battery  (DLAB) 

PURPOSE  OF  RESEARCH: 

To  examine  the  relationship  of  the  DLAB  and 
ASVAB  to  success  in  DLI  foreign  language 
training. 

SPONSOR: 

DMPM 

INSTRUMENT  CLEARANCE 
APPROVAL  NUMBERS: 

N/A 

TECH  AREA/TEAM 
RESPONSIBLE: 

SCTA 

PRINCIPAL 

INVESTIGATOR fS) : 

Dr.  Len  White 

BEGIN/END  DATES: 

N/A 

POPULATION 

DESCRIPTION: 

Students  enrolled  in  foreign  language 
training  at  DLI  between  1988  -  present  (and 
beyond) . 

SAMPLE  DESCRIPTION: 

Students  enrolled  in  foreign  language 
training  at  the  Defense  Language  Institute 
(DLI)  during  1988-1990. 
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PUBLICATIONS  RELATED  TO  THE  RESEARCH  PROJECT/ANALYSIS 


PATASBT  WMffl; 
TITLE: 

author/editor; 

pate? 


report  number: 
work  unit  number: 
BATAfigy  WMttl 
ZISIAl 


AUTHOR/EDITOR: 

DATE: 


Training  Performance  Records  of  DLI  Students 

Relationship  of  Cognitive  Aptitudes  to  Success  in 
Foreign  Language  Training 

Silva,  J.  M. ,  White,  L.  A.,  Rumsey,  M. 

August  1991  (presented  at  the  99th  meeting  of 

A.P.A.) 


Training  Performance  Records  of  DLI  Students 

A  Preliminary  Investigation  of  the  Relationship 
Between  the  ASVAB  and  DLAB 

White,  L.  A.,  Hanser,  L.  M. ,  Park,  R.  K. 

11/91  (presented  to  Military  Testing  Assoc., 
Wash.,  D.C.) 


08/24/92 


DATASET  DESCRIPTION  SECTION 


DATASET  name: 

DATASET  ACRONYM; 
DESCRIPTION: 

PARENT  DATA  BASE  NAME: 

PARENT  DATA 
BASE  ACRONYM: 

TECHNICAL  AREA/ 

TEAM  RESPONSIBLE: 

DATASET  MANAGER: 


United  States  Military  Academy  Data  Set 
USMA 

Pre-commission  training  information  on  USMA 
graduates.  Provides  yearly  snapshots  of  USMA 
cadets'  final  records. 

Officer  Longitudinal  Research  Data  Base 


OLRDB 

MPPRTA 

Tanya  Guthrie 


DATASET  STRUCTURE: 

SOFTWARE/FILE  TYPE: 
OPERATING  SYSTEM: 

SAS  FORMAT  LIBRARY: 
RECORD  LENGTH: 
RECORD  FORMAT: 
NUMBER  OF  RECORDS: 
NUMBER  OF  VARIABLES: 
SORTED  BY  VARIABLES: 


SAS 

IBM 

WRZ IKFD . OLRDB. FORMATS 
N/A 

Undefined 

7,808 

20 

Matchcod 


STORAGE  LOCATION (SI;  NIH 


STORAGE  MEDIA; 


Magnetic  Tape 


DATA  COLLECTION 

Performance  measures 
Apt itude/ Achievement 

Extracted  from  existing  management  data 
base 


TYPE  OF  DATA: 


YEARS CS)  OF  DATA 
IN  DATASET: 

FISCAL  OR 
CALENDAR  YEAR: 

LINEAGE  VARIABLES  TO 
MERGE  WITH  OTHER 
DATASETS:  Matchcod 


Academic  information,  SAT/ ACT  scores. 
Military  variables 

1982-1990 
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CONCEPT  KEYWORDS:  USMA  performance  measures,  precommissioning 

officer  variables,  achievement  test  measures, 
longitudinal  research,  officer  career 
development 

MEASURES  KEYWORDS:  High  school  rank,  SAT/ ACT 

SAMPLE  GROUP 

KEYWORDS:  USMA  graduates 

SPONSOR, 

ORGANIZATIONAL 

UNITS  KEYWORDS:  USMA 


DATA  SOURCES: 


USMA  graduates'  files 


UPDATE  SCHEDULE: 


Annual 


DESCRIPTION  OF 
ESTABLISHED 

UPDATE  PROCEDURE:  ARI  contacts  USMA  to  request  selected 

variables.  New  graduates  are  added  to  the 
existing  data  set.  Code  values  are  recoded 
to  reflect  current  code  values. 


FUTURE  MAINTENANCE 

PLANS  FOR  DATASET:  Annual  update 


.V w  MlO M  v.y y.T-}  y 


DATASET  DEVELOPMENT:  MPPRTA 
ON-LINE  DATA 

DICTIONARY:  SAS  Proc  Contents 
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DATASET  DESCRIPTION  SECTION 


HARD  COPY  DATA 

DICTIONARY:  MPPRTA 

ON-LINE  CODE 

DESCRIPTIONS:  None 

HARD  COPY  CODE 
DESCRIPTIONS:  MPPRTA 


DATE  DATASET 

LAST  USED:  Current 


CURRENT  DATASET 

USERS:  MPPRTA 


HOW  DATASET  IS 

BEING  USED:  Link  with  ARI  surveys;  officer  population 

data. 


OFFICE  TO  CONTACT 
FOR  DATASET  USB 
AUTHORI2ATION:  MPPRTA 


PROCEDURE  FOR 
OBTAINING 

AUTHORIZATION  ID:  MPPRTA 


Tanya  Guthrie 
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